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VULCAN CHILLED SHOT 


— FoR—— 





Rapid Rubbing, Sawing, 
and Turning Granite, 
Marbie, Siate, Onyx, 
Hard and Soft Stones 











VULCAN CHILLED SHOT | ““= 


—MANUPACTURED BY 


VULCAN GRIT WORKS - ZANESVILLE. OHIO 


cc. oH. JONES, QUINCY, MASS. New Engiand Agent. 





VULCAN CHILLED SHOT 





A Superior Articte. tet 
Us Prove it, Write Use 
Now Por Samples and 
Prices 














STAR AIR 
COMPRESSOR 


Manufactured by 


St. Louis Steam 
Engine Co. 
15 S. Commercial St. 


ST. LOUIS, MO. 


és £2 Write a catalogue 
specially for the retail 
B or nument t ot 


TRY THIS SPACE 


IF 


You Want Orders 








MICHAEL COHEN. St seew'Y Sere, pets 26th St., 


For patching all kinds of Limestones 


“é 
DUGAN’S INVISIBLE. PATCHER, = 
For repairing marble, granite, sandston ete 
“MEYER’S GERMAN b emcee typinti AND LIQU!D.’ 
Directions for using with every can 
Stock constantly on hand. There are no Saale Gestealihs oth tie market. “Nash's Cubing Book.” 








Read the other 57 varieties— 


If you don’t want the news. 


ROOK PRODUCTS shoots at you— 
Its columns cover the whole field. 





STEAM STONE CUTTER COMPANY, 


Wardwell Electric and Steam Stone Channellers 
GADDERS, STEAM DRILLS, BLOCK WAGONS, DERRICKS, WIRE ROPE, 


QUARRY EQUIPMENT OF ALI KINDS. 
3s 


FOR OVER 40 YEARS “WARDWELL'S” 
HAVE STOOD FOR ECONOMICAL QUARRYING 


33 RUTLAND, VERMONT. 





BALFOUR PINK GRANITE 


A beautiful pink granite of uniform color and texture for 
mausoleums and large monuments. Shipments to Westerly and 
Quincy testiiy to its superior qualities. Bases in car lots at 
about half what you have been paying elsewhere. 


BALFOUR QUARRY COMPANY, Salisbury, N.C 


PULSOMETER STEAM PUMPS 


SEE ADV. PAGE 9 











This Space— 


Costs Money it will pay dividends on the investment—Try It. 





cks Sawed, Pianed and 
one Stone for Buliding and 


Green River Stone 2s=:<=:~ 


THE STONE THAT GETS WHITE. all kinds of Stone. 


CADEN STONE CO... a: tea'c om sx, Evansville, Ind. 





IF YOU ARE UNEASY 


For Lack of Orders 


USE THIS SPAOE. 








This Space is Waiting for Copy 


Your Advertisement would talk as loud here as a whole page in any other paper. 
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proof ? 
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Other styles of 
gangs if wanted- 
write for estimate. 


Ask for Catalog G 
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THE LINCOLN-MERRIMAN 





Center Crank Gang Saw 


will cut more stone per hour and per horse 
power than any other tool on earth—want 


Screw feed 

Specially heavy - 
Hugely strong 

and the price is right— 


LINCOLN IRON WORKS, 


RUTLAND, VT. 


GAs) Ser RINE 5 seme | NeRNRMNER fe OMNES. area =| mR 


Po 








PITTSBURG CRUSHED STEEL C0., Ltd. 


PITTSBURG, PA., U. S. A. 
Patentees and Sole Manufacturers of 





Angular in shape, made from high-grade Crucible Steel. Tough 
and lasting. Saws, Rubs, Grinds, Polishes Granite, Stone, Marble, 
Brick, etc. Does it cheaper and faster than any other Abrasive. 
Write for prices and samples. 

Sole Agents for Celebrated ‘‘Samson’’ Chilled Shot. 
Samples and prices furnished on application. 














Compressors 
Stone Tools 
Catalogue ka every description. 


26 Cortlandt Street, 


American Air Compressor Works, .0yor, rc 





—— = — 














Jelirey Crusher 


With Automatic Feed Device 





A Valuable Addition, Machine Heavily Constructed 
BUILT FOR WEAR. 
Send for catalogue No. 30 for details. 


Elevating, Conveying, Screening, Drilling, Mining, 
Power Transmitting. 


The Jeffrey Manufacturing Company 


COLUMBUS, OHIO, VU. S. 


NEW YORK CHICAGO BOSTON ST. Louis BENVER 
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CUT STONE IN BUFFALO. 


The Enterprising Firms Who Are Doing 
Their Part Toward Building a 
Grander City. 


MORE STON® BUILDINGS BADLY NEEDED 


BurraLo, N. Y., October 4.—While there 
many beautiful and imposing stone structures 
in Buffalo, still this city is regarded by the cut 
stone contractors as not being an unusually large 
market for their products. True there are many 
handsome stone residences on Delaware Avenue 
and other aristocratic thoroughfares here, and 
there are numerous splendid specimens of stone 
and granite churches and public buildings, but 
the number of business blocks erected from sucn 
material are not so many. With the exception 
of several banks there is nothing of the kind to 
be seen on the leading thoroughfares, and this 
fact never fails to cause comment from strangers 
visiting the city. Nearly all business blocks on 
Main Street have been constructed of brick. 

Stone men are in hopes, however, that there 
will be a change ere long to more substantial 
material. The city is steadily growing more met- 
ropolitan and business men and investors are De 
ginning to understand the advantages to be de- 
rived, where stone and granite are used in con- 
struction work. To recognize this they have but 
to look to other large and progressive cities. 

It was stated yesterday by one of the leading 
cut stone men of the city, A. P. Kehr, that fit- 
teen years ago Buffalo was a better market for 
the cut stone industry than to-day. Then there 
were nine firms here in the business. To-day 


are 


CUTTING SHED OF GEO. W. MALTBY & SON, 





there are practically but five. One of these, how- 
ever, ranks among the first plants of the country. 


Geo. W. Maltby & Sens. 


This company has been in business seventy 
years. The father of the two young men who are 
now so ably conducting the business entered the 
industry in Rochester but came here in 1880 and 
established a plant on Maryland Street, near the 
Niagara River, where it is still located. This 
plant is equipped with all the latest machines 
and implements used in stone working. The of- 
fice buildings are up-to-date. There is a machine 
shop fitted out with trip hammer, lathes and 
drills, and there is a complete compressed alr 
plant, to run the drills and surfacers. The cur 
ting sheds are substantial buildings, equipped 
with saws for both soft limestone and granite, 
straight and circular planers, rubbing beds, 
lathes, and in fact everything used in a first class 
yard of this character. All the buildings are 
steam-heated throughout. This firm employs from 
150 to 200 men, at the plant proper, besides about 
100 working on the outside. 

The Maltbys have a national reputation as cut- 
stone contractors and monumental builders. The 
McKinley monument in this city, one of the finest 
marble shafts in the State, was erected by them, 
as was also the McKinley memorial monument 
at Canton, O., which is built of granite and mar- 
ble and cost in the neighborhood of $350,000. 

They also put up the Buffalo Historica] Builld- 
ing, which was known as the New York State 
building during the Pan-American Exposition. 
This is a marble building and one of the finest 
in the State. Another fine sample of their work 
is the beautiful Delaware Park Bridge and ap- 
proaches in this city, built of granite. 

Many of the city’s finest residences are to be 
credited to this company. Among others might 
be mentioned the Pardee residence, which is con- 
structed of Medina sandstone, that of Chas. H 
Williams, of Indiana limestone and granite, that 


SUFFALO, N. Y. 


of Geo. L. Williams, of granite and marble, the 
Robt. K. Root, of granite and Indiana limestone, 
that of P. H. Griffin, of Medina sandstone, and the 
Gratwick building of the same product, 

They also built the famous Gates Circle, in this 
city, constructed of granite. Another one of 
their jobs is the First Presbyterian Church, lo 
cated on the circle, a beautiful specimen of archl- 
tecture, built from Medina stone. They also con- 
structed the Bank of Buffalo and the Bank of 
Commerce. 

The firm handles Indiana limestone, Lake Su- 
perior sandstone, Pennsylvania and Warsaw 
limestones, and Ohio and Medina sandstones, be- 
sides all kinds of granite and marble. 

Mr. William Maltby told the Rock Products’ 
representative who cailej on him that Buffalo is 
regarded by the trade as a poor city for their 
business. 


A. P. Kehr, the Pioneer. 


One of the oldest and best known stone con 
tractors in Western New York is A. P. Kehr, 
whose office and yards are located at the foot of 
Church Street. He has been in the business 
twenty-six years and his father started it in 1870. 

Mr. Kehr had the contract for the postoffice 
building at Jamestown, N. Y. That was a $30,- 
000.00 contract. The stone used was Indiana 
blue and buff limestone He also did the cut 
stone work on the Buffalo Y. M. C. A. building, 
the second largest structure of its kind in the 
world, and certainly the handsomest. 

The magnificent new Catholic school building 
in Porter Avenue is another structure to Mr. 
Kehr’s credit. This is known as Father Fallon’s 
school and one of the finest puildings of its 
kind in the city. The cut stone work alone 
amounted to $40,000.00. 

The palatial Goodyear residence on Delaware 
Avenue, is another structure erected by Mr. Kehr, 
It is built of Indiana limestone and Medina 
brownstone. 

(Continued on Page 23.) 


YARD OF THE SAME FIEM. 
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The Thomson Pander Parallel-Mot 


GANG and RIPSAW 








me These saws can be seen 
| in operation at any of 
the following stone 
yards: 
CARR & BALL, Harrison, N. J 








J.J. SPURR & SON, Harrison, N. J 
DURRIE & DAVIDSON, 
Harrison, N. J. 
HOERNER & SONS, 
Newark, N. J 
B. A. & G. N. WILLIAMS, 
Washington, D. C. 
BARR, THAW & FRASER, 
Hoboken, N. J 
DAVID G. MORRISON, 
L. I. City, N. ¥ 
JOHN R. SMITH’S SONS, 














A. J. 























Ft. BE, 103 7th St., New York City. 
JAMES MUIR, Springfield, Mass 














KIRKPATRICK BROS., 
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Philadelphia, Pa. 
BUCK & GALLAGHER, 
Philadelphia, Pa 
SCUTH SIDE STONE CoO., 
Bloomington, Ind 
CONN. STEAM BROWNSTONE 
CO., Portland, Conn. 
EVERGREEN STEAM STONE 
WORKS, Evergreen, N. Y 
J. H. HUTCHINSON, 
St. Henri, Canada 








Hil \\ 





The Stone Working Machine Co., 
41 and 43 Wall Street, 
New York City. 
Gentlemen:—In reply to yours of 
recent date, would say; that we 
had such confidence in the Thom- 
son attachment for stone saws that 
we put in the first two manufac- 
tnred. We have had them in oper- 
ation now nearly five years, and are 
pleased to say our judgment has 
been more than justified. We are 
confident there is nothing in the 
market equal to them. The cost for 
repairs has been practically noth- 
ing, and they continue to give every 
satisfaction. You may use this 
letter if it will help you in your 
sales. Yours very truly, 
CARR & BALL, 

111-121 Passaic Ave 
Harrison, N. J., Feb. 20, 1906 


WORKS: 
Ave. A and 68th St., N. Y. City 
Mill and Orchard Sts., 
Astoria, L. I 
South Cap‘tol and I Sts., 
asaington, D. C 
Ball Ground, Georgia 
New York, April 19, 1906. 
Mr. W. F. RANNEY, : 
General Manager, Stone Working 
Machine Co 
New York City 
Dear Sir:--In reply to the letter 
of inquiry you sent us w ith refer- 
ence to the gang of saws furnished 
us at our yard at South Capitol and 
I Streets, Washington, D. C. will 
say, this gang is working very sat 
isfactorily and is cutting about 60 
per cent more than our other gangs 
under similar conditions in South 
Dover Marble. Up to the present 
time we have had very few repairs 
and we think very well of your Ma- 
chine. Yours very truly, 
B. A. & G. N. WILLIAMS, 
Sand 7 E. 42nd St., N. Y 
B. A. Williams, Pres 


Kirkpatrick Bros 
28d St. and Washington Ave 
Philadelphia, February 2, 1906. 
Stone Working Machine Co., 
41 and 43 Wall Street, 
New York City. 
Gentlemen:—Yours of Ist inst. 
received. In answer would state 
that we have had a complete new 
saw of yours in use for two years. 
It has been working very satisfac- 
torily. Wecan saw more than twice 
what we could with the former 
gang saws, and require but little 
more power. Yours truly, 
KIRKPATRICK BROS. 





SEATTLE CUT STONE CON- 
TRACTING CO., Seattle, Wash 


Stone Working Machine Company 





BLOOMINGTON, IND., July 6, 1906, 
Stone Working Machine Co., 
New York, N. Y. 
Gentlemen: 

We take pleasure in writing you. The Thomson Patent Par- 
allel Motion Attachment, you placed on our gang saw last January 
has fulfilled your ruarantee to make the saw cut 50 per cent. more 
stone while in operation. We enclose check in payment as per con- 


tract, also'order to place the attachment on our other gangs. 


Yours truly, South Side Stone Co. 
z 


Re I H Campbell 








SOLE OWNER OF ALL PATENTS AND MANUFACTURING RIGHTS 


W. F. RANNEY, [lanager, 


43 WALL ST., AND 43 EXCHANGE PL., 
New York City. 


Tell ‘em you saw it in ROCK PRODUCTS. 
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J.J. SPURR & SONS, 
Harr son, N. J. Febuirv 20,1906 
Stone Working Machine Co., 
41 an 43 Wall Street, 
New York City. 
Gentlemen:—Replying to yours 
of February 15th, regarding Thom- 
son Patent Parallel Motion Attach- 
ment will say; we have been using 
the two placed on our saws for the 
past three years, and during that 
time they hav e received hard usage 
Have had to make some repairs 
this winter, but we are perfectly 
satisfied and highly recommend 
them. Yours truly, 
JOSEPH J. SPURR & SONS. 


JAMES MUIR, 
Steam Stone Works, 
Bay Street Avenue, 

Springfield, Mass. 

Springfield, Mass., Mar. 28, 1906. 

Stone Working Machine Co., 
41 and 43 Wall Street, 
New York City. 

Gentlemen:—Replying to yours 
of recent date, I am pleased to write 
the Thomson Patent Parallel Mo- 
tion Stone saws you installed for 
me in August 1904, has proven it- 
self satisfactory in every way. 
Sawing more than double we ever 
sawed in every kind of stone, and 
Ido not see that it requires any 
more power. 

You ask particularly for report 
as to granite, | am doing a granite 
job now. Have visited a number 
of plants where granite is being 
sawed and I must say I am sawing 
more and doing better work than 
any mill that is sawing granite that 
I know of. 

You are at liberty to bring or 
send any one to see this saw when 
I believe all the above statements 
will be proven to their entire satis- 
faction. Yours truly, 

JAMES MUIR. 


BUCK & GALLAGHER, 
Cut Stone Contractor, 
N. W. Cor. 9th and Wolf Streets, 
Philadelphia, Pa. Feb. 24, 1906. 
Mr. W. F. Ranney, Pre’st. 
Stone Working Machine Co., 
Nos. 41 and 43 Wall Street, 
New York City. 

Dear Sir:— Replying to yours ask- 
ing if we can recommend the Thom- 
son Attachment for stone gang 
saws, will say; ours is giving entire 
satisfaction: running smoothly and 
doing excellent sawing— we believe 
doubly what old saw did. Can't 
see but what our engine runs it as 
well as it did before change. » We 
are sawing in limestone with four 
or five blades for Ift. Sin. to 2ft. 8 
in. per hour, (using shot or crushed 
steel of course.) . Will show saw to 
any one who wishes to examine it. 

Yours truly, 

BUCK & GALLAGHER, 


















Reese eo 
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The “LITTLE IMP” and “LITTLE JAP” 


HAMMER DRILL 


Require no experience or special skill to operate. 


som 


| 





THE “LITTLE IMP” ON A DOWN HOLE 


As they have no mounting or chuck 


the working time is actual drilling. 


Require only about one half the air used by 
standard drills, the investment for drills and com- 
pressor plant is only one half that required for standard 
drills of equal capacity. 


Breaking and dulling of steels about half that with 
equivalent piston drills. 


Equal the work of six to ten hand drillers. 


Extremely simple; practically free from repairs. 


AIR COMPRESSORS, 


Chicago, IL Pittsburg. Pa 


Cleveland, O Philadelphia, Pa 





nine tenths of 


CHANNELERS, 


ll Broadway, 


NEW YORK. 








THE “LITTLE JAP” DRILLING AN UPPER. 


Operate successfully in close quarters where a hand hammer or piston drill can not be used. 


ROCK DRILLS 


INGERSOLL-RAND CO. 


St. Louis, Mo. El Paso, Tex 


Houghton, Mich Boston, Mass 


P 23 

















The O’Laughlin Revolving Screen 


HE principle of separating is exactly 

opposite that of the older style re- 

volving sereen, the materials being 
discharged on coarse perforations first. 
The coarse material is immediately sepa- 
rated from the finer in each of the con- 
eentrie screens to the different required 
sizes. 

The type of screen here illustrated ig in 
use at a No. 8 Crushing plant for limestone 
(which was formerly equipped with three 
of the older style screens and required an 
outlay of $350.00 for each 100,000 eu. yds. 
of stone separated. Up to the present time 
it has made perfect separation into five 
sizes of 300,000 cu. yds. with a recent out- 
lay of $27.00 for renewing the portion of 
the screen that the stone has been dis- 
eharged on, and should do as much more 
without any additional outlay. 

The inside or longest screen is 8 feet 
long and 36 inches in diameter, the next 
coneentrie screen js 7 feet 6 inches long 
and 48 inches in diameter, the next screen 

feet long and 58 inches in diameter, 
the next is 6 feet 6 inches long and 66 
inches in diameter. With the exception 
of the inner sereen each section is adjusta- 
ble and the screen is complete without it. 
The figures given above give 492 sq. ft. of 


JOHN O'LAUGHLIN, - 


For Granite, Stone, Sand, Gravel, Coal, Coke or 
anything requiring separation. 





screen surfaee which is equal to 3 screens 
of the old pattern, 14 feet long and 36 
inches in diameter. 

We claim it requires but one-fifth the 
power to operate our sereen than the old 
style and yet it does the same amount of 
work. This is proven first, by the length 
of screen; second, by the size of driving 
pinion in comparison with gear; third, by 
the size of trunnions in comparison to the 
tread of screen. The material to be sep- 


arated and weight of screen rests above 
the bearing points. While in the old style 
screen it is below the center of bearing 
points. The material being immediately 
separated by dropping into each of the 
concentric screens reducing the wear on 
screens to the minimum. 

Let us know your requirements, what ma- 
terials you wish separated, the amount daily 
and the different sizes, and we will furnish 
an estimate as to cost, power required, ete. 


RACINE, WIS. 
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Fuller-Lehigh Pulverizer Mill 


The Best Pulverizing Mill Manufactured 


Exhaustive tests in all departments, in competition with the most approved grinding machines 
in use, have demonstrated the superiority of our machine 


OUR CLAIMS: 
Greater Output Better Fineness Fewer Repairs Dustless 


Few extracts frem letters received from users; 

“We feel that after these mills are all “This is certainly a very cheap grinding and I con- 
gratulate you on your being able to produce a mill 
that is equal to these figures.” 
































“I think you have an idea! mill and one which 
I believe will be recognized as the most economical installed, our Raw grinding end will be 
and satisfactory machine on the market.” in excellent shape.”’ 


If interested, write us for further informatien 


LEHIGH CAR, WHEEL @ AXLE WORKS, carasavova, PA. v.S. A. 



































“MONARCH WIRE ROPE” 


The Most Desirable Rope made for 
Quarry and Contract Work. ‘e« 


# iy 
Wier og It is not the color of the Strand that makes Monarch Rope 
Fe Qos so superior, but the material it is made out of. The Whyte 


reo strand merely ensures your getting the right rope. 


MACOMBER & WHYTE ROPE CO., 


TRADE MARK REGISTERED. 
19 and 21 S. Canal St.. CHICAGO. 259 Atlantic Ave, BOSTON, MASS. 126 Center S:.. NEW YORK 
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George Anderson & Co., (1905) Ltd. 
En$ineers and Ironfounders, NEWARK, N. J. 











Rising and Falling 
Diamond Saw, 
having Two Saws 
and Two Tables, 
100 inches 


Diameter. 
cone 
pet 














The above is an illustration of our latest wey Diamond Saw designed to meet the requirements of Stone Workers having a lot of check- 
ing todo. It also enables blocks of double the height to be dealt with. e whole of the movements are automatic, thus no time is lost in adjust- 


ing the blades. This is the largest Diamond Saw in the world. 
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NILES GRANES 











GIANT POWDER 





The Powder Preferred 


By Quarrymen 











One of the two 20-ton Niles Cranes, 75 ft. space, installed 
in yards of Milford Stone Co., Milford, Mass. 





Built by —— 


NILES-BEMENT-POND CoO. 


111 Broadway, NEW YORE, 








Philadelphia, Boston, Chicago, Pittsburg, St. Louis, London. 





CRANES “"5iu, HOISTS | 


All Types and Sizes of 
Electric and Hand Pow- ° 
er Cranes and Hoists. 











For stone yards or stone 
mills, out door or inside 


service. 


AC OR DC MOTORS 


THE CASE MFG. CO., Columbus, Ohio. 


NEW YORK: PITTSBURG: CLEVELAND: CHICAGO: SAN FRANCISCO: 
McCALVE, RIMMER 4 CO. A. W. WYCKOFF Co. Cc. E. STAMP & CO. F S. HICKOK, LILLEY & THURSTON, 
85 Liberty St. Farmers Bank Bidg. New England Bidg. Marquette Bidg. 702 Atias Building. 





INDUSTRIAL CARS AND TRACK STAR EXPLODERS 


For Quarries, Mines, ARE MUST SENSITIVE, they require less current. 
Cement Plants, Etc. DETONATION IS GREATER because they are much stronger. 


STAR EXPLODERS 


are the result of 20 years experience in exploder 














ches , Light manufacturing. They are not an experiment but 
Swit . Teentables, L 8 an established success. They are technically and 
Steel Rails. practically perfect. 
THEY COST NO MORE THAN INFERIOR MAKES 
No. 160 Body Dump Car. SEND FOR CATALOGVE NO. 6. 
WONHAM-MAGOR ENGINEERING WORKS, STAR ELECTRIC FUSE WORKS, 
NEW YORK Office: Dept. P, 29 Broadway. Works: Passaic, N. J. WILKES-BARRE, PA. U. S. A. 




















BOSTON Office: Dept. P, 145 Milk Street. 
Tell em you saw if ix a0CK PRODUCTS. 
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Designers and Builders of 














WRITE 


Ties, Portable 


PORTABLE 
TRACK and CARS 


For all Kinds and Conditions of Industrial Service. 


IMMEDIATE DELIVERY 


We carry at our warehouse the largest stock of Rails, Steel 
Track, Switches, Frogs, Crossings, Turntables, 
Steel and Wooden Flat and Dump Cars of every description. 


DEPT.R FOR CATALOGUE NO. 37. 


— ¥ 


JOWER ~ MINING 


MACHINERY COMPANY 





Cement - Making Machinery 


of all kinds, for either wet or dry process 

















Many of the most eminently successful plants 














in Operation to- 


day were designed by our engineers. 


Rock Breakers, Crushers, 


Dryers, 











ARTHUR . > . 
Kilns, Ball Mills, Ball-Tube Mills, ete. 
KO p p i L | Write for specifications and prices. 
SONAR 
ORI S < 
Sa/as Offices Selas Offices 
COMPANY Atlanta. Denver 
Boston El Paso 
66-68 Broad St., NEW YORK ee. ang hs, ony. 
o m 8 5a e . 


618 Monadnock Bik., 





CHICAGO 


























RUGGLES 





Pioneer builders of SOFTSTONE WORKING MACHINERY 
Such as Slate, Soap and Sand Stone. 


MACHINE CO., Poultney, Vt. 


ESTABLISHED 1828 




















Henricks Magneto 


Fills Your Gas or Gasoline Engines without the Ald of Batteries 

It is better and more durable than any Dynamo. Its 
governor regulates the speed regardless of speed of fly 
wheel. Its governor adjusts to imperfect fly wheels. Its 
governor insures a constant and uniform spark. The 
spark does not burn the contacts of the engine. All strains 
are removed from the bearings of Magneto. 


Pay ao Wanteas’ Henricks Novelty Company, 


and finishing any kind of stone. 


130 S. Capital Ave.. Indianapolis, ind. 





Stacks ! 


Steel 


Tanks! 
AVRORA BOILER WORKS 


AURORA, ILLS. 


Plate Work. 


MANUFACTURED BY 


Kilns! 


DARK %, YT. 





Tell ’em you saw if in ROCK PRODUCTS. 


Made in four sizes to meet all require 
ments for carving, lettering, tracing 


Your 


plant is not up-to-date without them. 


TROW & HOLDEN 
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A GOOD MECHANIC KNOWS WHY 





aed 


vvrucitine Air Compressors 


Last longer and run smoother than others. Also why the re- 
moval of the bearings from the neighborhood of the steam 
cylinders improves their running qualities 


_Air Compressors—Steam driven, Belt driven and 
direct connection. Electric Motors for every con- 
ceivable service. 


Full particulars are given in pamphlet. Send for it. 





Clayton Air Compressor Works 
114-118 Liberty St. NEW YORK 





The Shaw Eleetric Crane Co. 


Manufacturers of 


The Shaw Electric Traveling Crane 





5-foot Span,25-ton Crane with a5-tom auxiliary hoist, in the yard of the South Dover 


rt t o 
Awarded Grand Prize at World's Fair, St. Louis, 1904, 


THE SHAW WRECKING CRANE 


MANNING, MAXWELL & MOORE, inc. Sole Agents, 
85,87, 89 Liberty Street, New York. 


22-26 8S. Cana! St., Chicago; Williamson Building, Cleveland; 

721: Arch St. Philadelphia Kirk Baildiag, Syracuse; 

128 Oliver St., Boston Woodward Building, Birmingham, Ala.; 
Park Building, Pittsburg; Frisco Building, St. Louis 


Tokio, Japan 








DRAIN YOUR QUARRY PITS 

















with a pump that gritty, muddy water can not injure 


PULSOMETER STEAM PUMP 


is built for hard work. Has no easily deranged inside or outside mechanism. Is simple, handy, efficient and 
SS durable. Requires neither engine, belt, oil, packing nor special foundation; merely a steam pipe from the 
boiler. Operates as well suspended as stationary. An Ideal Quarry Pump. 


WRITE FOR CATALOGUE. 


THE PVLSOMETER STEAM PUMP CO, !2BaTTeRY PLACE. NEW YORK. 


























Marvin Electric Drill 


Simplest machines ever 
built for drilling rock. 

They have been in use 
2100 days, averaging 
15 hours per day ana 
still giving entire satis- 
faction. 

No electric motor. 

No cams. 

No machine shop. 

Send for Catalog No. 4. 


Marvin Electric Drill Company, 


BINGHAMTON, N. Y. 


























Tell ’em you saw it in ROCK 1 RODUCTS. 





“THE OLIVER” 


14 yard, 2 yard, 
4 yard and 6 yard 


DUMP GARS 


Cars for all Purposes. 


One and Two Way Side Dump 
and Rotary Dump Cars. 





PATENTED RELEASING DOOR MECHANISM 
AUTOMATIC COUPLERS. AIR BRAKES 


Heavy Castings and Machine Work. 


WM. J OLIVER MPG. CO. renncssee 
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Rock Drill HOSE and Couplings 


“KANT KUT” Leather Soied RUBBER BOOTS. 


@ Send 
for “ 
Prices ; CONSTRUCT 10N 


ony Fa "KANT oe VA, 


SOLE LEATHER 


Mulconroy Company, Inc. 
MANUPACTURERS OF 
CONTRACTORS’, ENGINEERS’ AND 
QUARRYMEN’S RUBBER GOODS 


722 Arch Street, PHILADELPHIA 











ee 


R. J. TEASDALE 


48 Willard St., QUINCY, MASS. 


POLISHING SUPPLIES. 
BLASTING SUPPLIES. 


—_AGENT— 
AMERICAN POWDER MILLS, Boston, Mass. 
THE CARBORUNDUTI1 CO., Niagara Falls, N. Y. 
Oarborundum Grain and Bricks, Scotch Steel, Putty 
Powder, Plaster, Etc. 


Powder, Dynamite, Fuses, Steam Drills and Hose, 
Batteries, Etc. 


Pe ae 














Use 

Yale & Towne 
Electric Hoist 
instead of a 
gang of laborers 


HE Substitution of 

Power for manual 

labor is as good 
economy when applied to 
hoisting as to any other 
form of work. With a 
Yale & Towne Electric 
Hoist, one cent’s worth 
of current (computing the 
cost at an average figure) 
will lift a ton 33 feet; 
a-dollar-a-day man would 
cost many times as much. 


It will pay you to do your hoisting by power, 
whether you do little or much. 


Send for Electric Hoist Catalog. 


The Yale & Towne Mfg. Company 


9 Murray Street, NEW YORK. 









































Sullivan Drills 


Cost less for re- 
pairs, and drill 
faster under all 
conditions than 
any other make. 





We know this is 
true. Let us tell 
you why. 





Catalogue 51. 


Sullivan Rock Drill. 


Air Compressors - 
Channelers Sullivan Plug Drill. 


SULLIVAN MACHINERY CO. 


RAILWAY EXCHANGE, CHICAGO 


Clarement, N. H. Pittsburgh Knoxville Denver Salt Lake El Pase 
New York St. Louis Joplin, Mo. Butte, Ment. San Francisco Paris, France 
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“Kotten” Junior Surf 
The “Kotten” Junior Surfacer 
Embodies Simplicity, Durability, Efficiency, Economy. 
We also manufacture Crane Surfacers, Plug Drills, Baby Rock 
Drillers, Valve and Valveless Type Carving Tools. 
Send for full particulars to 


H. G. KOTTEN, Co., 120 Liberty St, NEW YORK CITY 























Foster & Hosier, Chicago, Ill. Central States Agents. 
Berger-Carter Co., San Francisco, Cal., Pacific States Agents. 
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SEMI-MONTHLY. 


Entered as second-class matter December 16, 1905, at the Post 
Office at Louisville, Ky., under Act of Congress of March 3, 1879. 


THE PRANCIS PUBLISHING COMPANY, 
Publishers. 

£. H. DEFEBAUGH President. 

A semi-monthly trade journal devoted to the interests of the 
manufacturers and dealers in rock products and kindred lines, 
including Lime, Cement, Salt, Sand, Slate, Granite, Marble, Sand- 
stone, Grindstones, Artificial Stone, Emery Stone, Quarries, Mon- 
uments, Manganese, Asphalt, Phosphates, Plaster, Terra Cetta, 
Roofing and Roofing Tile, Coal, Oil, Mineral Wool, Brick, etc. 

> 


EDITORS. 
FRED K. IRVINE. 


ASSOCIATE EDITORS. 
HENRY C. WHITAKER Barre, Vt. 
ALEX CRISTADORO... New York. 


Regular Staff Correspondents in the Principal Centers. 


€. H. DEFEBAUGH. 


The mission of ROCK PRODUCTS is to serve the trade in 
any and every honorable way possible, to promote better profits 
and make life more pleasant for those engaged in the business te 
which it caters. With this ehd in view, criticism is courted, and 
all are invited to use its columns to further ideas and sug- 
gestions for the good of the trade. The office, too, is at the ser- 
vice of the constituents of this paper; so when you want to buy 
or sell, or merely ask a question, write, and when you are in town, 
call and make it your headquarters. 


“Te_. ’sm You Saw It in Rock Propucts.” 


8@° No contracts will be accepted with advertising agencies, as 
our system for promoting the interests of patrons requires direct 

co-operation. : ‘ i . 

es Matter for publication to insure insertion in any given 
number must reach this office at least ten days preceding the date 
of the paper. This measure is made necessary by the rapid 
growth of circulation, taking more time in the printing depart- 
ment. : 

SUBSCRIPTION RATES, $2.00 per annum, postpaid anywhere in the 
United States, Canada or Mexico; $3.00 elsewhere in the 
Postal Union. Single copies, 10 cents. 

ADVERTISING RaTsgs will be furnished on application. 

ADDRESS ALL COMMUNICATIONS TO 
THE FRANCIS PUBLISHING COMPANY, 
Main Street, Cor. Bullitt, LOUISVILLE, KENTUCKY. 


BRANCHES: 
New Yorx Orrice—Room 431, 136 Liberty Street. 
Cxuicaco Orrics— Room 1312, Tribune Building. 
New ENGLAND Orrice—16 Merchant St., Barre, Vt. 


LOUISVILLE, KY., NOV. 5, 1906. 








This Record-Breaking Year. 

Tere is not a quarry district in this country 
taking out dimension stone for any structural 
purpose that has not passed all former records in 
this season’s operations. The dimension stone 
quarryman who has not made a satisfactory profit 
should know that there is something radically 
wrong with his organization or his method of 
doing business, or he may be working upon a 
stone proposition which really contains no pos 
sible profit, and if this is true, the quicker he 
abandons such a bad game the better he is off. 
The construction tidal wave is higher than it 
ever was before, and the best judges consider that 
it can go no higher, for this year’s operations 
were practically bounded only by the limitations 
of financing such undertakings. The record of 
this year’s business should be carefully studied 
by the quarryman as the basis for calculating 
the operations of exceptionally busy seasons. 


$$ — oo 


The Shortage of Cars. 

Ix all the monumental manufacturing centers 
there is but one great feature at the present time 
and that is, the shortage of cars. There is hard- 
ly a manufacturer who is not checked, hampered 
and well nigh driven to despair because the re- 
tailers are demanding their goods which, for the 
most part, is waiting upon the transportation fa- 
cilities. 

This is a calamity that usually takes place at 
this time of the year, but never before have the 


profits of an unusually good season been wasted 
by delays like the present. We are glad to note 
that the Manufacturers’ Association have ap- 
pointed a committee to see if they can not bring 
about some improvement in this direction, and 
the Retailers’ Association will shortly take the 
matter up in the same line to see if the pushing 
from one end and the pulling from the other can 
not be made effective to relieve the situation 





The Only Way to Expand. 

THERE is no greater drawback to the stone 
industries than the feature of delay. Even with 
the best equipment obtainable for both quarry 
and mill, and the best organization at the cut- 
ting-shed, the taking of stone from the quarry is 
an exceedingly slow operation and the manipula- 
tion of stone after it is quarried is a timecon 
suming undertaking. 

At the time of signing the contract for a given 
work, in nine cases out of ten the stone to be 
used is stubbornly reposing in its natural bed 
when the quarry order is issued. Slowly it ts 
lifted out, one piece at a time, sent through the 
mill and finally shipped to the place of erection 
Inclement weather drives the workmen out of 
the quarry the pump gives down, or a cog 
breaks, a shieve gets jammed or the fuel for the 
hoisting engine fails to arrive, and then the 
whole operation comes to a sudden stop 

“Oh! But the delays of the quarry will be 
caught up in the cutting shed by putting on a 


larger force of hands, or by putting in an extra- 


planer, turning lathe, or air compressor.” 

(Notice it is always something that must be 
done in the future). 

When the stone finally gets to the cutting shea, 
the busy season is on and it is impossible to 
man the machinery already in operation. Those 
extra workmen who were to relieve the situation 
do not materialize. After the new planer is 
finally put in, a green hand must be taught to 
run it. The turning-lathe may have arrived, but 
it is not properly adjusted for the work it must 
do, or the air compressor will not supply the ex 
tra number of hammers that the pressing neeas 
of the case demand, and it must be replaced by 
a larger one before any progress is accomplished. 
Meanwhile, relentless time speeds on. 

Now, isn’t this a fair picture of the conditions 
as they exist? Is it not familiar to every build- 
ing stone operator? 

If we could come to consider the stone Industry 
like that which attaches to the production of any 
other product such as corn, cattle, or hats or 
shoes and provide the mill blocks from the quarry 
which are certain to be consumed in the opera- 
tions of any normal season, and then proceed to 
sell a commodity which is already produced and 
in existence ready to be sent to the cutting shea 
or mill, at least as fast as the limitations of 
transportation will permit, then, and not unti!l 
then, will the stone industry have an awakening 

It is the modern idea of commercialism to de 
mand that when a commodity is sold that !t 
shall be ready for delivery at once, and it ig not 
in keeping with the progress of the times to ex- 
pect any great expansion of a business whicn 
regulates the amount of production by the vol- 
ume of orders filed in advance It has been 
demonstrated in sales departments of more than 
a dozen commodities, that having the goods in 
stock and ready to deliver has largely augmented 
the volume of business, and since it became more 
accommodating to the consumer, command a 
higher price. 

The stone industry to-day is practically the 
only one left that is conducted largely upon the 
obsolete principle of filing the order before get- 


ting ready to make the goods It is safe to say 
that any quarry operation in the country, whether 
it be granite, marble or limestone, catering to the 
building trade could easily double its sales if the 
salesman could say every time he tried to sell an 
order, “We can begin shipping this stock to-mor 
row.” This would clinch many an order and 
secure a higher price for the stock than any 
amount of pounding in any other direction, for 
after all is said and done, you can only collect 
on the goods that are delivered 


a 


Monumental Interests Harmonizing. 

THe strong and active National Association of 
Retail Monument Dealers is no sooner organized, 
than a number of detractors come forward with 
suggestions designed to lead up to contentions 
with the manufacturing interests. This Is to be 
expected, but to them we have to say, that if ever 
there was a step taken in the direction of har 
mony between the retail dealers and the monu- 
mental manufacturers it was the organization on 
the part of the responsible retailers to express 
their collective ideas of the requirements to 1m- 
prove the condition of the industry with which 
they are connected from their standpoint to the 
collective body of manufacturers as represented 
by the National Association of the Granite Indus 
tries of the United States. From personal ac- 
quaintance with nearly every member of both of 
these highly respectable organizations. we know 
that the principles of honesty, justice and mutuat 
accommodation are no idle words with such men, 
and it will be clear enough for all to plainly see 
as soon as the joint committee composed of an 
equal number of representatives from each of 
these associations get down to work. for there 1s 
hardly a question that could come before such a 
committee that would not be equally important 
to both interests reprersnted to arrive at 
and amicable settlement 


a fair 
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Keep Up with the Times. 

For three quarters of a century the Southwes 
tern portions of the State of Vermont furnished 
practically all the marble that was produced by 
American quarries, for both monumental and 
building purposes. But in the last few years, 
the Georgia marble quarrymen and operators have 
taken enormous strides until they are not only 
well up in the procession, but with thelr aggress- 
ive enterprise, bid fair to very soon take the lead. 
In the Carthage district of Missouri, the beau- 
tiful Burlington limestone, which is In fact, a 
true white marble, is also gaining In popularity 
at an enormous 


ate, for both exterior and inte 
rior structural purposes and for the highest grade 
of statuary and monumental work 

The growth of the industry and the expansion 
of business is given to the men who keep up with 
the times and recognize modern methods of bus» 
iness promotion 


Which Shall It Be? 


Just as we go to press, the delegates of the 





American Federation of Labor are starting to- 
ward Minneapolis where they will hold their an- 
nual convention beginning Monday, November 12 
With the record of a very prosperous year draw 
ing to a close, it will be interesting to take note 
of their action. Will they throw the influence 
of their efforts toward a continuation of the pros- 
perous conditions, which have prevailed in every 
variety of human employment: or, will they be 
the first to hold back and attempt to check the 
wheels of progress by entering into conspiractes 
and political chicanery? 
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Editorial Chat 











Manufacturing Cost. 

There was a time long, long ago, when only 
a few hundred feet of oolitic limestone was con- 
sumed each year in this country, then it didn’t 
make so much difference about manufacturing 
costs because the prices were good enough and 
then the stone was just being introduced, It 1s 
true it had every appearance of worth, and any 
one who had heard of Portland stone in Bngland 
knew it was all right, but in this day and gener- 
ation when Indiana limestone has a reputation 
all over these United States we can not illustrate 
it better than to just take the public buildings 
in which it is used, and you could form a prett; 
fair town out of the buildings in each state by 
just moving the buildings to one town site, start 
ing with, say Indiana or Mississippi, with the 
capitol itself But on every one of these jobs the 
prices were too low, and they were too low because 
the manufacturing costs were not figured closely 
enough nor put in black and white on the cost 
sheet when the man in the stone shed bid on the 
job. 

This difficulty is due largely to carelessness, 
but it is a serious matter and should be remedied 
If you have a corn, you get a corn doctor to take if 
out. In this day of specialists you can get a system 
doctor or a cost doctor that will help you to start 
right on your quotation, and that is to include 
in the manufacturer’s cost, not only the actual 
labor and machine work, but all incidental items 
that make up the cost in that department. Be- 
cause you have a quarry there is no reason why 
you should not charge up the mill with the mar- 
ket value of the stone you are going to work on. 
That is another proposition, and certainly if a 
man has to buy his stone on the market he has 
to do it, but, as one of our bright men in the bus- 
iness says, “They don’t do it, and I know they 
don’t do it because their prices indicate they 
don't.” 

We know actually every item incidental to the 
cost of finished stone and we believe that if 
everybody in the district, or in other stone dis- 
tricts, had this information down pat there would 
be more profits made in the stone business and 
fewer people would go on from year to year with 
maybe a few hundred dollars to the good after 
their bills are paid, if they ever do get them palfd 

Stripping Costing 15 Per Ceat. More. 

As we come on to the fall when Jack Frost gets 
in his work, the question foremost in the mind 
of the quarryman that wishes to operate the full 
season next year is how to lay out his stripping 
and do as much of it as he can in the winter, and 
the question comes up, “How much will ft cost 
us?” 

In talking it over with one of ihe big fellows 
the other day he said: “Our stripping is costing 
us about 15 per cent more than it has, due, of 
course, largely to the labor, and while it depends 
some on the opening you have for a quarry, I be- 
lieve almost any quarryman who has to do much 
stripping, whether he does it hydraulically or 
just the old fashioned way, will find, if his books 
will show the comparison with several years past, 
that the cost of handling the material, covering 
the time of getting down to good merchantable 
stone, is greater than in former years.” He did 
not say so, but I bet he is getting it in the cost. 


Stone Stock. 

Since Hallowe'en is past and the building stone 
quarries, especially in oolitic lines, are mostly 
curtailing, if not closing up the quarry, it is a 
noticeable fact that there is less available stone 
this year than for several years past, although 
for two years these facts have been noted, buf, 
on the other hand, I have the impression that 
fewer contracts have been placed for next year’s 
delivery of stone than there were twelve months 
ago. It is a noticeable fact, since the question of 
stocks has been thought of in the Bedford dls- 
trict, that there are but few of the cut stone men 


who are in position to take care of much new 
work during the winter because of the stocks 
of stone. It seems to me that m a substantial 
business like this, cut stone contractors shoula 
insist on a shorter time for the payment for the 
stone, and then he would anticipate his needs for 
winter cutting and get a bunch of stock on the 
quarry yard, or on his own back lot, and he 
would have it there 

If a man goes out and finds a million feet of 
lumber he sticks it, gets a title to it, pays for 
part of it, or at least agrees on terms, not over 
60 days in most cases, and the mill man dont 
need to bother about it except to have his in 
Spector to protect his interests on the grade ques 
tion when the stuff is being shipped. This same 
method of procedure would assist the stone bus- 
ines and make the contractor more independent 
and a man can insist on the price when he ha 
the material to back him up. His incentive is 
to get more money for it all the time because he 
needs it, but there is no reason why the cut stone 
man should not carry a stock, and a good chun« 
of it, too. 
Largest Month's Business. 


While in Chicago the other day I had the pleas 
ure of a good visit with General Manager A. E 
Dickinson and Treasurer Smith, of the Bedford 
Quarries Co., and in speaking of business, Mr 
Dickinson said: “We had the largest month in 
our history in September. The quarries were run 
full time and the amount of stone gotten out was 
well up in figures. Our mill did double duty and 
the result was the shipments were very large. The 
year’s business has certainly been an active one 
and the volume of our sales will tell the story 
Ve have delivered during this period in the city of 
New York something like 400,000 feet of stone for 
the Trinity building and its sister building, which 
is in course of construction at this time. The 
materials are all on the ground and ready to be 
put up when the steel work is all completed and 
it will be an easy matter to handle the Bedford 
stone.” 

Mr. Dickinson was asked about the operations of 
the Ohio Quarries Co., which are also controlled 
by this office, and he said they had an excellen 
year at Amherst. Their new equipment has been 
a very valuable addition to their plant and the 
application of electricity, especially the individual 
motor, was not only a time and labor saver, but 
was a power saver. 


As to Sand Stone. 


Speaking of the figures printed in October 5 is 
sue of Rock Propucts showing the production of 
sandstone quarried, he said: “The shipments from 
the Ohfo district were greater than ever. It {s 
due to a reduction in the brown and red sandstone 
uarries that has made these figures look like 
a decline in the business and in fact many of the 
operations in the Lake Superior district have 
ceased to be a large factor, and thus on the face 
of the figures of the Government the amount used 
is less, but Ohio sandstone is being used in larger 
quantities than ever Pittsburg is using large 
ynantities, not only in large buildings, but in al! 
kinds of buildings, Western Pennsylvania being a 
large consumer of sandstone and flagging in 18 
and 20 story buildings The Wilkesbarre court 
house, a $160,000.00 job, has recently been com 
pleted. The Akron court house and a number of 
other operations in addition to those mentione‘4 
have taken the full output of the quarries this 
past year The grindstone end of the business 
hos grown considerably in the past two years 
with the Ohio Quarries Co. and their trade has 
heen excellent this vear.” 


Mr. Charles Walters, of the P.-M.-B. Stone Co 
Chicago, was an Bastern visitor this past month 
having spent a week among his customers in cut 
stone lines in the East, and incidentally dropped 
in at Worcester, visiting with Mr. Geo. E. Web! 
of the Webb Pink Granite Co. Mr. Walters, as 
wsual, is getting his share of the stone orders, the 
P.-M-B. brand, the world famous, being alway 
to the front and its active vice-president is gen 
erally on the firing line 





of the Consolidated 
business neve 


Captain D. McL. McKay 
Stone Co.. of Chicago, reports 


more active than in this year 1906. They are 
planning to increase their operations for 1907 
and anticipate an increased volume of business 
That day orders were received for several new 
public buildings in the West 





Mr. Henry Furst, of the Furst-Kerber Cut Stone 
Co., of Chicago, reported that they had all the bus- 
iness they wanted and were not worrying about 
getting any more right at this minute. They had 
a busy season and considerable work in _ pros- 
pect. Mr. William Kerber, president of that com 
pany, has been visiting some of his customers re 
cently. 





A Chicago visitor at the same time the Rock 
Propucts’ man was there was Andrew Shall, of 
Omaha, Neb. He stated that his company had 
had a very busy season, their only trouble being 
a lack of good men in order to carry out the var 
ious contracts. The Western country is growing 
and the cut stone business is getting its share of 
the prosperity, for Mr. Shaal had a number of 
large jobs on his books at that time. He spent a 
couple of days at Bedford looking over the pros- 
pects and getting some stock and looking over 
the districts as is his custom several times dur 
ing the year. 

That Cleveland Letting. 


There seems to be a good deal of conversation 
about the letting of the new court house to be 
pink granite from the Webb Pink Granite Co., 
of Worcester, Mass. Mr. Geo. E. Webb spent con- 
siderable time there during the letting and got 
the order. The sandstone interests, including the 
people locally, who felt that this being a home in 
dustry the building should be put up in sandstone, 
are raising Ned. Some of the stone operators 
think that the end is not yet. 


Consolidation of Power. 


There is no doubt in my mini, after compar 
ing notes with some of the operators who con- 
solidated their power into one big electric plant, 
that this is the economical and satisfactory wa 
of taking care of the power question. As an illus- 
tration, the saving alone will probably be 50 per 
cent, owing to the fact that the power is used for 
derricks and the probabilities are that owing to 
the accessibility of this power that one-third 
more stone will be handled than by the old sys- 
tem where several power houses made it necessar) 
to carry surplus power because of various equip- 
ment which was attached to one plant, and you 
never knew whether you were going to have to 
use all or part and, therefore, had to be in shape 
to handle all rather than less. As an illustration 
again, the Ohio Quarries Co. had six power houses 
and now have a central power station They 
think they use less cable, fewer signal boys and 
other every day expenditures and therefore the 
inauguration of the new plen is very satisfactory 

Great Expansion of Business. 

Tue future of the stone business shows up more 
clearly every day. The tendency of the great 
cities sets like a tide toward more permanent 
construction and richer materials of every kind 
in buildings, the like of which was never before 
seen. Where common red brick and mortar was 
considered a luxury a generation ago, the most 
handsome classic lines in carved stone are now 
specified freely. The cut stone operations in any 
one of the large cities this present season, would 
represent the entire volume of such work in the 
whole country 25 years ago. When it comes to 
the activities in the stone line in the city of New 
York by itself, the operations of the present year 
amount to almost as much, both In money and 
the number of cubic feet usel, as the entire Nine 
teenth century 

What They Lack. 

Lack of aggressiveness is one of the marked 
features of the slate industry. Here and there 
can be found in the prominent districts, one man 
who is willing to tell the public what he has to 
sell, and what its merits are. This particular 
hustler also applies his aggressiveness, which af 
ter all is real progress, to installing the latest 
equipment in the quarry and finishing depart 
ment in order to obtain the quickest and best re- 
sults. but as a rule, the slate producer is content 
to sit still, and if business comes his way, he 
takes it. If there is no business in sight, he sim- 
ply lets it go at that 

It is never too late to mend. The slate indus- 
try has its position in the world of necessary 
commodities, and a position right up In front, 
but it requires exertion and exploitation to reach 
this position. Why not inject a little ginger at 
the close of 1906, and see what the spring of 1907 
will bring forth. 
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Prevention Is Cheaper and Better Than 
Cure. 

A CONTINGENT expense that falls upon the con- 
tractor who is engaged in constructing a building 
in the busy thoroughfares of any of our great cit 
ies, is the damages to careless people who get In 
the way of the workmen and the machinery that 
is indispensable in the erection of the modern 
tructure, 

Some of the building ordinances of the great 
cities require that “contractors shall give bond 
to the city for damages occurring by reason of 
the obstruction of streets or sidewalks, or by the 
workmen in the employ of the contractor. Such 
a bond at once becomes the target for a worth- 
less class of people who prefer to expend more 
energy in collecting damages for slight injuries 
than do they for earning an honest livelihood 
This part of the building ordinance !s in some 
cases intangible, because nearly every important 
job that is let in these days comprises a large 
number of contractors to cover the various de 
tails of construction. A foundation man usually 
attends to the excavations and brings the build- 
ing up to the first water table; then the stone and 
brick contractor erects the walls, while the steel, 
the carpentry, the plumbing, the roofing and the 
painting and glazing contractor each comes in 
at the proper time to perform his share of the 
work. If all of these contractors collectively con- 
stitute the “contractor” who is obliged to give 
the bond mentioned, it becomes ambiguous for 
the reason that the painter who is one of the 
last on the list could not have any participation 
in a damage suit which started at the time the 
excavations were in progress, nor could the 
plumber be held for any part of the responsibil 
ity for a piece of brick that might fall during 
the erection of the walls. The intention of 
course, is to consider some party responsible In 
the capacity of general contractor, and if there 
should be no general contractor for any given 
work, then the builder himself or the party in 
authority as the builder’s representative, wheth 
er he be architect or engineer, would be forced to 
qualify with the bond for possible damage to life 
limb or property of the people who occupy the 
thoroughfare. 

The general contractor, however, constituted in 
turn, requires each one of the subcontractors to 
give him a bond equal to his participation in the 
whole contract price, and the sum of all the sub- 
contractors’ bonds thus amounts to as much as 
the bond of the general contractor, and the whole 
vork is thus placed under a double bond | 
the general contractor is placed under a bond 
amounting to 25 per cent of the entire cost of 
the building, and the sub-contractors secure him 
in fractional bonds, the total of which amount to 
the same sum of money, the premium or ¢ost of 
such bond must be charged into the price of the 
work against the builder, who consequently mus 
pay by the contract figures the price of so muct 
premium upon a total bonding amounting to 50 
per cent of the entire cost of the building. This 
is a burden levied against the contractor, as so 
many others are cheerfully levied by municipal 
authorities, who imagine that roses are always 
blooming for the contractor and that he is em 
barrassed with the disposal of ais large profits 

It would be just as easy to omit this enormous 
contribution to the coffers of the commercial 
bonding companies, by making the ordinance pro 
tect the public from injury in the first place, ana 
Preventing any damage occurring by deflecting 
traffic or providing for a perfectly protected pas 
Sage-way with conspicuous warnings as to the 
presence of danger of any special character made 
necessary in the process of erecting a building 


THE CLEVELAND COURT HOUSE. 





Contract Goes to Prominent General Con- 
tractor Who Has Lived All His Life 
in That City. 





CLEVELAND, Onto, November 5-——Mr Andrew 
Dall, Cleveland’s most successful contractor comes 


into the blaze of the lime light by reason of being 
the successful bidder, and having had awarded to 
him the contract to build the new Cuyahoga coun 
ty courthouse at a cost of $2,905,000.00 


Personally, Mr. Dall is an easy man to meet 
He is a big hearted and unassuming man, the kind 
that wears loose-fitting shoes, asoft hat and sucks 
an unlit cigar for half a day ata time. He is a 
stone cutter by trade, and began to learn the busi 
ness in 1865 His first experience with the chise 
was upon a block of red sandstone which went 
nto the Wade mansion, the cut stone contract for 


which was heid by his father To-day he is one 
of the largest building contractors in the country 
and samples of his handiwork in sandstone, lime 
tone, granite and stee) are to be found every 
where 

He built the superb soldiers’ and sailors’ monu 


ment in Cleveland, the Citizens Building, The 


Taylor Arcade, the building of the Society for 
Savings, and the Union Clul He built the Erie 
County Bank, at Buffalo, as the genera) contract 
or, costing $1,000,000.00 or mors Now comes the 
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ANDREW MALT NERA CONTRACTOR FOR THE CLEVI 


LAND COURT HOUSE 


crowning opportunity of his career in the cou 
house job at Cleveland, which will be the costliest 
uilding in the State of Ohio 

Mr. Dall is not particularly interested in the 


ong controversy over 








c ele ) of granite o 

sandstone fo irthouse He says 

“The Mi Mass granite f which the ourt 
louse is to be made ore durable than sand 
stone It is so har wil it glass It defies a 
hand-wielded tool, and must be it by machinery 

“Polished. th effect is pin Unpolished, it is 
white, with a large vell scattered ‘tick’ or blact 
speck. In my opinion, granite is "he most impos 
ing stone, and more than any other in keepin 
with the dignity of a publi lilding, or group of 
uildings 

“Tt is true it a white granite or white sand 
stone will show rt, which must be considered in 

ity like Clevelar If dirt-concealing qualities 
110ne are to be considered, I believe the red stone 
of which the So ety fo ade is the 
est that car ossibly be used But red stone 
would hard 'o ) a group plar 

In the ) is ve will e 250.0 ] 
feet of gran i 000 of sandstone for f 
ligl ourts S We expect to have the build 
ng ym plete i alf to three ars 


Tight Money for Mortgages. 


The tightness of the real estate money market 
I New Yor n vas quite a feature -durir 
September and October, while in a measure 
lieved as not got to a place yet where the cor 
ractor can call it easy money The stringency 


coming at the close of a period of great building 
activity is occasioning much trouble for the build 
ing operations now in progress. The same cond! 
tion prevails in all the larger cities and can only 
be accounted for by the general tightness of the 


money market. The big crops of the present year 
have had the effect of pulling all kinds of business 
out of the hole, for the upward pressure was felt 
even before the tightening of the strings began on 
all Kinds of securities Without such crops as 
came across this year there is no telling what the 
effect would have been upon the building interests 
of the country. The completion of a large num 
er of buildings which have been under construc 
tion all summer is now being felt, and this feature 
is assuming the proportions of a gradual improve 
ment, 





Overpaid Labor. 

In talking with one of the most prominent con 
tractors in the country, he said: “There is a 
whole lot of talk about the labor situation and 
the difficulties that the contractor has to encoun 
ter in order to keep a sufficient force at work 
The explanation, that the building operations of 
the country have assumed such enormous propo! 
tions that there are not enough men to go around 
is merely the utterance of people who have only 
a superficial knowledge of the real situation, and 
such a statement is not borne out by the man 
who Keeps a diary and jots down his observations 
day by day through several yéars’ experience in 
the employment of labor 

‘I believe that there is a man for every jo»D 
that the contractors have in hand to-day without 
the slightest inconvenience to building operations 


whether they are skilled masons, plasterers, brick 
lavers, steel-workers or common laborers rhe 
whole cause of the trouble at the present time ts 
he enormous prices which the laboring classes, 
especially in the building trades, have succeeded 


n establishing for their work 

‘Having employed thousands of workmen om 
ilmost every kind of work, and referring to my 
diary to check up the conditions, as much as | 
regret to state it in so many words, I feel that 
extremely high wages is the greatest possible 
curse to the American workingmen, as a rule 

In looking over n force employed to-day there 
are nearly 400 names on the pay roll, and yet ? 
am only working 120 men, nearly 80 per cent of 
the men employed absolutely refusing to put In a 
full week’s work At the prices they are now re 
eiving they get the amount of money, which they 
deem sufficient for their needs in two or three 
days’ work, and the balance of the week, they 
spend around home or recreating. This propos! 


tion is handled systematically. I find men on my 
pay rol] that never show up until Thursday morn 
ng, others who never’ worl after Wednesday 


night Sometimes there is an arrangement De- 
tween two men to hold one job because they are 
eing paid just about twice as much as they are 
worth. The simplest remedy on earth to get all 
the workmen needed at this time would be to sim 
ply cut their wages in two. This would force them 
to work all the whole week in order to get enough 
money to meet their requirements and thus double 
the actual number of men to carry on business 

These people, as a class, are improvident ana 
have no desire to better their condition in any 
way As soon as the close of active operations of 
this season comes to pass 95 per cent of them wil! 
go broke in a week in spite of the fact that al! 


ummer long they could have worked at pract! 
ally double wages if they had desired to do so, 
saving as much as they were able to earn a few 
ears ago by working every day 


“he price that the contractor pays for his la 
bor is not really a hardship upon the contractor 
because he figures it In against the builder, who 
has to foot the whole bill, but it is very unfair to 

I : ») pay double, or, in 
some cases even more than that for the work on 
their building contracts It is a charge that cre 
ates no value and contributes to the idleness of 
the masses, which never works any good to the 
ommunity 

Of course, there are a few cases where intel]! 


the investors to be forced te 


gent men employed at the present high wages 
work steadily on and accumulate a very respecta 
le savings’ account in the course of a year sut 
these are so small number that they have no 


eal bearing upon the general result 
‘I consider over-paid labor the worst condition 
that we can possibly have.” 
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Wonderful Activities of Chattanooga. 

CHATTANOOGA, TENN., October 17.—Never in the 
history of the city has Chattanooga enjoyed such 
a wonderful run of building prosperity as there 
is on at present. There are several million dol 
lars’ worth of buildings either in course of con- 
struction or contemplated, at the present time. 
Chattanooga is underbuilt, and only in recent 
years has she really come to her own and is now 
being recognized as one of the leading manufac- 
turing points io the South. 

The Spanish-American was is largely respons!- 
ble for the prosperity of Chattanooga to-day. When 
the government troops were congregated at Chics- 
amauga Park previous to and during the actual 
period of conflict, thousands of dollars were pour- 
ed into the city, and Chattanooga received an ad 
vertisement which has stood her in good stead. 

There always has been quite a number of manu 
facturing interests in Chattanooga which pald 
quite largely, but in recent years manufactories 
have sprung up in great numbers, and there are 
few cities in the country containing such 
a diversified list as can be found among those do- 
ing business here to-day. 

Chattanooga manufactures everything necessary 
to erect a building, all kinds of machinery, things 
to eat and things to wear. Were the city to be 
walled in, they coul? actually live without any out- 
side manufactured products being brought through 
its gates. Thousands of dollars are being spent 
in street construction and in other public Improve- 
ments. 

There is only one thing troubling Chattanooga 
at present, and that is the scarcity of labor. This 
city, like all Southern towns, has depended upon 
negro labor up to this time, but owing to the high 
prices paid daily labor at this period, the negro 
is gradually eliminating himself as a factor be 
cause of his well known shiftlessness and unwil- 
lingness to work, where he can make $5.00 or 
$6.00 a week without working a full week. Labor 
in Chattanooga is being paid $1.75 per day which 
is the highest mark yet reached. It is only a 
question of time before the negro, unless he be- 
stirs himself, will not be used except in the few 
industries where he is practically indispensable 
owing to the nature of the work. The commerciar 
organizations of Chattanooga have taken up the 
labor question, and there is a movement on foot 
to bring foreign labor to this city, and active steps 
in this direction have already been formulated. 

Chattanooga is to have a ‘big, modern hotel. 
The Stoneport Land Co., of which Mr. Z. C. Patton 
is the president, and Mr. J. T. Lupton is the secre- 
tary and treasurer, have taken out a permit for 
a twelve-story hotel to cost in the neighborhood 
of $500,000.00 at the corner of Eleventh, Market 
and Georgia Streets. It will be a fire 
proof structure built with steel frame, the lower 
floor being erected out of stone and the upper sto- 
ries of brick. The interior will be richly decora- 
ted with marble, and the specifications and plans 
which are now in course of preparation call for 
one of the handsomest structures of the kind in 
the South. 

Owing to the fact that Chickamauga Park is 
a Government Army Post, Chattanooga is always 
filled with army officers and their wives, and be 
sides it is a great summer resort, for the reason 
that Lookout Mountain, which is just outside of 
the city of Chattanooga will always be a famous 
point of interest and will continue to attract thous- 
ands of strangers to the city at all seasons of the 
year. 

There is to be a fourteen-story office building 
erected at the corner of Eighth and Broad Streets 
by Mr. C. E. James. A stock company composed 
of men connected with the Hamilton National 
Bank, and the Miller Dry Goods Co., will erect a 
thirteen-story office building at Seventh and Mar- 
ket Streets. Among the manufactories who have 
erected additions, or who are contemplating such 
enlargements during the present season, are the 
Chattanooga Plow Co., Cahill Iron Works, Chatta- 
nooga Furniture Co., Price-Evans Foundry (o., 
Herring Bedstead Co., Ross-Mehan Foundry Co., 
American Brake Shoe Co, United States Cast Iron 
Pipe and Foundry Co. The Casey and Hedges (Co. 
will erect two buildings, each costing $100,000.00. 
This gives some idea of what is being done in a 
building way in Chattanooga and bids fair to make 
this city not only one of the handsomest but one 
of the best business towns in the entire South. 


$20,000,000 in Building Operations in 


Queens Borough. 

In every section of suburban Long Island there 
are evidences of the busy days of architects and 
builders, who have been kept on the go since the 
beginning of last spring, planning and erecting 
homes for the hundreds of purchasers of lots anx- 
ious to own their own homes and at the same 
time get out of the hives of the greater city 

For this reason there has been a demand for 
builders and laborers that has by far exceeded 
the supply. For several days at a time contract- 
ors have been held up in their work owing to lack 
of building materials. So great has been the de- 
mand on manufacturers that it was impossible to 
fill the orders received. The erection of hundreds 
of frame houses caused a scarcity of lumber, 
which for a time was selling 4t a premium, and 
a high price is still demanded by lumber mer 
chants. began 

Proof of the enormous building operations on 
Long Island is the record of the plans filed with 
the Building Department of Queens for new build- 
ings in that borough since the first of the year 
In Queens alone, there were plans filed for 3,170 
new buildings which is an average of 352 struct: 
ures a month. The total amount of building op- 
erations during that period is $15,238,654.00, an 
average of about $5,000.00 for each house. 

These figures show that the class of dwelling 
predominating is the small two and three family 
house, of which three-fourths of the building rec- 
ord is made up. Of the balance there are few 
apartments and tenements, the majority being of- 
fice buildings and manufacturing plants. In and 
about Long Island City the latter class of struct 
ure has led in the record of building operations 
Among the new buildings for which plans were 
approved last week are four three story brick 
tenements to be built by Hook & Fisher, of Brook- 
lyn, at the corner of Metropolitan avenue and 
Helen street, at a cost of $35,000.00. 

It is estimated by the Queens Building Depart- 
ment that the amount of building operations in 
that borough for the entire year, providing the 
present rate of progress is continued, will amount 
to more than $20,000,000.00 


Encouraging Growth of the Model Tenement 
Movement in New York. 

Nearly a generation ago the first model tene- 
ment was built in New York as the result of a 
philanthropic impulse in that direction, but though 
there was plenty of humanitarianism in the en- 
terprise there was not enough business manage- 
ment, and after all sorts of discouraging things 
had happened, the original purpose of construction 
was abandoned and the buildings degenerated Into 
the ordinary ill-kept and neglected tenements 
Some of them exist now, improved considerably 
over their old condition by the beneficial opera- 
tion of the house tenement laws, but still fallen 
away enough from the original laudable purposes 
to be melancholy memorials of good intentions 


unrealized. 

But within the past ten years good, astute bust- 
ness may have taken up the idea, and have built 
the houses in large groups and in singles, and 
have run them long enough to derfonstrate that 
they can be made to pay, both in s social-economic 
way as improved dwellings for the poorer people, 
and as business investments yielding a conserva- 
tive but sure return. It has been so well tried 
and proved that it now is no longer an experi- 
ment, and any one with the requisite business 
ability and means can go a great way towards 
making a success of such an enterprise by mode!- 
ing it on the lines of successful precursors. 

Following the latest projected Phipps Buildings 
for which plans were filed a week ago, there were 
filed on October 3, plans for a new six-story model 
tenement, to be buflt on Seventy-third Street, east 
of First Avenue, for the City and Suburban Homes 
Co., of which E. R. L. Gould is president. 

It is to be 100 ft. front and 89 ft. deep, and wil) 
have accommodations for fourteen families on the 
first floor, and sixteen families on each of the 
upper floors. It is to cost $85,000.00, and the com- 
pany is its own architect. 


Repairing the Splendid City Hall. 


A board of experts has reported that it will cost 
$2,408,000.00 to entirely repair the San Francisco 
City Hall, and the adjoining Hall of Records can 
be restored at a cost of $110,000.00. The board, 
which is composed of William Curlett and Henry 
A. Schulze, architects, and O. E. Brady and John 
T. Mahony, builders, reported that they were 
strongly in favor of the immediate restoration of 
the Hall of Records and that there is no reason 
why a considerable portion of the main City Hall, 
including the great dome, 330 feet in height, 
should not be restored. The Hall of Records was 
found to be structurally sound, with the exception 
of the brick inclosing wall of the third story and 
a smal] section of the second story. Of the City 
Hall main building they find that the foundation 
walls and basement have not been seriously dam- 
aged, and that the basement is structurally intact. 
The northeast wing and the recess portion, front- 
ing on McAllister Street could be repatred at an 
estimated cost of $600,000.00. The entire Larkin 
Street front is destroyed from the effects of the 
fire and earthquake, with the exception of the cor 
ridor floors. The roofs are entirely destroyed and 
the roof framework is nearly all ruined. 





Another Strauss Laboratory, 


Plans were filed in the New York City Building 
Department on October 2, for another laboratory 
to be built by Nathan Strauss at 348 and 350 East 
Thirty-second Street, for sterilizing milk. The 
structure is to be 35 ft. front with an ornamentea 
facade of brick, trimmed with limestone. The 
building will cost $30,000.00. 





Cherry Hill District Bath House. 


Plans were filed with the Building Department 
in New York City, on October 4, for a three-story 
public bath, to be erected at the northeast corner 
of Cherry and Oliver Streets. it is to have an 
ornamental facade of enameled brick, trimmed 
with limestone The building will cost $125,000.00. 
Horgan and Slattery are the architects. 





New Yerk School House. 


Plans have been filed with the New York Buila- 
ing Department for public school No. 66, to be 
built at Eighty-eighth Street, east of First Avenue 
It is to have a frontage of 180 ft. and a depth 
of 100 feet, with a handsome facade of brick, with 
trimmings of Indiana limestone. Special features 
are to be the interior play rooms for boys and 
girls, and a large roof play ground with a pergola. 
Chief Architect C. B. J. Snyder, of the Department 
of Education, estimates its cost at $220,000.00, 





Great Labor-Saving Machine. 


San Francisco, Cau., October 15.—One of the 
heavy tasks connected with the rehabilitation of 
San Francisco, is the “reclaiming” of all the ma- 
terial that has not been damaged beyond the limit 
that permits of its being reused. Of this materia! 
a very large per cent is brick—various kinds or 
pressed and common clay brick. 

The separation of the individual brick from 
masses of mortar, and especially the scraping of 
the mortar, is proving an herculean task. The 
usual hand-work of cutting away the hard mortar 
by means of hatchets, was found -o be not only a 
tedious, but a slow method. : 

In this giant job thousands of men have been 
engaged for several months. That “necessity is 
the mother of invention,” has been very clearly 
demonstrated. Various devices have been, and are 
being employed in the brick-cleaning work. Ma- 
chinery, driven by electricity and steam, are being 
extensively used. One of the largest and most 
successful brick cleaning machines may be de- 
scribed as follows: Several iron wheels about 30 
inches in diameter, and two inches thick are used. 
Each wheel has a number of metal (steel) cleats. 
or flanges on the sides. radiating from the center 
These flanges are about an inch thick, two inches 
wide, with square, sharp edges. The wheels are 
made to revolve quite rapidly. The rough brick 
are brought up to the wheel by an endless chain 
(iron) elevator. By an ingenious mechanical ar- 
rangement the sides and ends of each brick are 
brought in contact with the whirling wheels, and 
the steel flanges very quickly remove the dry. 
hard mortar. After being cleaneJ, the brick are 
carried on by the elevator, and are piled up, or 
carted away. These machines are great labor sav- 
ers, and are accelerating the vast task of “reclaim- 
ing” building material. 
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From Our Own 
Correspondents. 

















GREATER NEW YORK. 


New York, N. Y., November 3.—The most ac- 
tive building season that this city and country at 
large have ever experienced is drawing to a close. 
There is not a contracting concern who has not 
had a share of the universal prosperity. The quar- 
ry interests who supply the stone for all kinds of 
structural purposes, have pushed their operations 
to the limit and competition really turned Into a 
rivalry to win a record in the volume of deliver- 
ies. All kinds of building materials can be in- 
cluded in this satisfactory report of the season 
just closing. The most gratifying feature now 
is the outlook for future business, which is very 
bright indeed. The stone interests find at hand 
all the deliveries that they can possibly make up 
to the last day of open weather, and plenty of 
orders filed for the start of another big season in 
1907. We are all pushing in the same cause to 
maintain the country’s prosperity which is our 
own, 8o let each of us do his part cheerfully 

They Have Fine Stone for Fine Bulidings, 

The C. F. Woodward Co., of 1123 Broadway, 
have some nice jobs on hand, one of which Is tne 
Greigman Building, fronting on three streets in 
the financial center of the city, Stone, William 
and South William Streets. It will take 35,000 
feet of light blue Indiana limestone from the Star 
quarry. Francis H. Gilbert and Julian C. Levi 
are the associated architects, and W. H. McWhir- 
ter Co., of Astoria, L. I., are the cut stone con- 
tractors. Another new building which is rapidly 
nearing completion, and which has already at- 
tracted considerable attention, is the Kane resl- 
dence on the northwest corner of Fifth Avenue 
and Forty-ninth Street. It is a three-story build- 
ing of Indiana limestone from the Hunter Valley 
Quarry. This stone was selected by the late Stan- 
ford White, architect, because it was the nearest 
American stone to a stone he saw in Italy ana 
liked very much. J. J. Spurr & Sons, of Newark, 
are the cut stone contractors. 

They have also furnished the buff Indiana lime- 
stone from Mathers’ quarry for the ten new pri- 
vate houses now being completed on Eighty-fifm 
Street between Columbus Avenue and Centra: 
Park West, of which John Hutchison & Sons are 
the cut stone contractors. 


Big Orders Signed Up Slowly. 


Mr. O. H. Leeman, of the Massachusetts Monu- 
mental Co., 157 Nassau Street, says that business 
is good but mostly small work. There 1s consid- 
erably larger work in prospect but customers seem 
to be slow in closing contracts. But one of the 
principal difficulties they have to contend with 
now is the transportation facilities of the big 
railroad companies, the bigger the company the 
poorer the service, it would seem. Mr. Leeman 
cites as an instance, two monuments, one shipped 
from Montpelier, Vt., last August, to Orange, N. 
J., has just arrived, while the other shipped from 
Barre, Vt., early in September, arrived one day 
ahead of the one from Montpelier. This unusua: 
delay, besides the exorbitant freight charges, Is 
responsible for a lot of unnecessary telephone 
and telegraph charges, all of which foots up and 
wipes out your profit, small as it is. 


Have Seme Nice Contracts on Hand. 


George Doyle & Co., of Twenty-third Street and 
Yourth Avenue, report their business as fairly 
good at present. This is the firm that has the 
contract to furnish all the stone to be used in the 
construction of the new Apthorp Apartment 
House at Seventy-ninth Street and Broadway, for 
William Waldorf Astor. James Gillies & Sons, 
of Long Island City, are the cut stone contractors. 
They expe t to use 135,000 feet of limestone, one 
cornice alone will take 30,000 feet. This building 
will occupy a square block and will be twelve sto- 
ries high and stone to the roof. Clinton & Rus- 
sell] are the architects George Doyle & Co., are 


also furnishing all the limestone used In the new 
Brunswyck office building now going up at Twen- 
ty-sixth Street and Fifth Avenue. 

What the Big Bullders Are Doing. 


The Hidden Construction Co., 1 Madison Ave 
nue, have seventeen buildings all told now in 
course of construction. They will have more to 
say about them later on in this paper. 

William Bradley & Son are about ready to set 
stone on the new Trinity Building job. It will De 
Bedford quarries limestone. The Foundation Co., 
of 31 Nassau Street, have the foundation about 
ready to turn over to the builders. 

Another Big Job for a Big Firm. 

The Perry-Mathews-Buskirk Co, report thal 
their stone has been specified for the new fifteen 
story and basement power house for the H. 
Bridgeman Smith Co., to cost $2,000,000.00, the 
contract for which has just been Tet. It will cov- 
er a space of 260x152 feet on Kent Avenue, Brook- 
lyn. it will be of reinforced armored concrete 
with Indiana limestone trimmings. The general 
contractors are the Genera] Supply and Construc- 
tion Co., 24 State Street, New York, and the arch- 
itect is Frank M. Andrews, of Cincinnati, Ohio. 

C. W. Walters, vice president of the Perry-Mat- 
hews-Buskirk Co., of Chicago, is in New York 
He expects to remain here for several days. 

George K. Beddoe, of the same company, has 
just returned from a ten days’ trip to the quarries 
and to the home office of the cumipany in Chicago. 
He expressed himself as delighted with the trip, 
most of the time being spent around the works 
Incidentally he picked up ten pounds in weight, 
and now he resembles a Hercules, 


Estimate of World's Output of Pig iron for 1905. 


The world’s output of pig iron for 1905 was 
nearly 53,500,000 long tons, and of steel nearly 
43,500,000 tons, according to the estimate of the 
British Board of Trade, which states that the 
share of the United States was 22,992,000 tons of 
pig iron, and 19,913,000 tons of steel, a preponder- 
ance in both. Germany produced 10,700,000 tons 
of pig iron and 10,067,000 tons of steel. The 
United Kingdom produced 9,593,000 and 5,812,000 
tons, respectively. 

Recerd-Breaking Unfilled Orders for Steel 

Directors of the United States Steel Corporation 
this afternoon declared a dividend of 4% of 1 per 
cent on the common stock for the quarter ended 
September 30, and the regular quarterly dividend 
of 1% per cent on the preferred stock. The earn- 
ings tor the quarter were $38,114,524.00, or about 
$1,000,000.00 less than Wal] Street had expected. 
In some over-sanguine Wall Street quarters the 
hope had been expressed that the common stock 
would be placed on a 4 per cent basis, Dut in well 
informed quarters no such opinion was held, it 
being pointed out that the stock was only put 
back on a dividend-paying basis three months ago. 
The dividend on the common stock ig payable 
December 31, and on the preferred November 30. 
The unfilled orders on hand on September 30, 
were 7,936,884 tons, as against 5,865,377 tons on 
the same date last year, and 6,809,539 on June 30. 
Chey are the largest in the history of the com 
pany. 


The Stone Industry Quiet at Present. 


Mr. Fred Dickinson, of the Bedford Quarries 
Co., 1 Madison Avenue, reports Dusiness as not 
very brisk at present There appears to be @ 
temporary lull in the stone business and the alliea 
interest, due to the sudden falling off in all lines 
of building construction. But, taking the year as 
a whole it has been the biggest in the history of 
the company. Mr. Dickinson seems to think, 
judging from reports from the West, that the 
quarries will be obliged to close down early this 
year. The indications are that we are in for a 
long and severe winter. Latest reports show that 
the thermometer is now down to 38 degrees at 
the quarries; however, they have been fortunate 
enough to have sufficient stone on hand here in 
New York to supply their customers for the pres- 
ent. 

Among the well known Western stone men In 
New York at present are A. E. Dickinson, vice 
president of The Bedford Quarries Co., and Geo. 
C. Furst, of Furst & Fanning, both of Chicago, I11. 
Mr. Furst expects to remain here for several days 
yet. 

F. S. Dickinson has just returned from a trip 
up through Canada. He reports business in the 
stone line in that country about the same as here 
in the States. 


Opening of Flushing’s New Bridge. 

Speeches, an automobile parade and fireworks, 
marked the opening of the new bridge across 
Flushing Creek on October 17. Mayor George B. 
McClellan, Patrick F. McGowan, president of the 
board of aldermen; Controller Herman A. Mets 
and James W. Stevenson, commissioner of bridges, 
took part in the ceremonies. The bridge, which 
is of granite, steel and concrete, leads from Jack- 
son Avenue, Newtown, to Broadway. Flushing, 
the principal thorougifare of the north shore of 
Long Island. It is 196 feet long and 52 feet wide. 
fhe center or movable span, is 60 feet in length, 
while the shore approaches are 68 feet each. It 
cost $270,000.00 to build, this price including the 
land purchases. It has two trolley tracks, two 
driveways and two eight-foot sidewaiks, lt takes 25 
seconds ‘o open the draw. 


Wins $500.00 Competition. 

H. Van Buren Magonigle, architect of No. 7 
West Thirty-eighth Street, was awarded the prize 
of $500.00, offered by the American Society for 
the Prevention of Cruein) to Animals, -througn 
one of its members, for the best design for a pub 
lic drinking fountain for both men and animals. 
rhe committee of judges had seventy-seven entries 
to pass judgment on, fifty-one designs and twenty- 
six models. Other than the winning design ten 
were specially commended. These were submit- 
ted by H. L. Gray, 5 West 12l1st Street; Edith B. 
Stevens, 39 E. Tenth Street; Augustus Lukemaa, 
145 West Fifty-fifth Street; John S. Humphreys, 
28 E. Forty-first Street; Wm. Sanger, 25 EB. For 
ty-sixth Street; Louis St. Lanne, 381 Mountain 
road, Hoboken, N. J.; Joseph Siddell, sculptor, ang 
Henry H. Braune, architect, 114 M. Iwenty-elgntn 
Street; Eugene Monanan, 893 HampsNire street, 
Buffalo, N. Y Israels & Harden, architects, ¥$} 
West Thirty-first Street; Wesley Lesher Blithe 
and Charles H. Bauer, architects, 11 South Broaa 
Street, Philadeiphia, Pa. 


City will Baild New Public Bath on West Side. 


Plans were filed today for a new three-story 
free public bath and gymnasium, to be built at 88 
and 85 Carmine Street. It is to have a frontage 
of 64 feet and a depth of 96 feet, and will have 
a facade of brick trimmed with granite and In- 
diana limestone, with three entrances. The city’s 
architects are Renwick, Aspenwall and Tucker. 
The building is to cost $130,000.00. 

Dispose of Old Library Bullding. 

The Mechanical Engineers Library Association 
one of many societies which will te quartered in 
the immense Engineers’ Club building given by 
Andrew Carnegie, now in course of construction 
on Thirty-ninth and Fortieth Streats seld its old 
home yesterday. Their property is a four-story 
and basement structure at No. 12 West Ihirty- 
first Street, valued at about $150,000.00, wh'ch was 
purchased by Ronald H. Macdonald. The house 
stands on a plot 28x98.9, adjoining the Hote] Wail- 
cott, and will probably be replaced with a mercan- 
tile building, when the library is moved to the 
club house. 


Granite Memorial to Famous Lawyer. 


A memorial drinking fountain erected In Van 
Cortlandt Park, by a committee of citizens in 
honor of the late Algernon Sydney Sullivan, will 
be presented to the city Saturday afternoon, Octo- 
er 27. Paul Fuller will make the presentation 
address. The fountain was designed by Frank 
Wallis and is of Black Island granite, in the 
form of a double faced tablet about ten feet high 
and 5 feet wide. J. E. Dutton, of 42 EB. Twenty- 
third Street, the granite dealer, has the stone con- 
tract. On the side is a drinking basin for horses; 
on the other a jet for use of the public. A bronze 
medallion designed by J. Scott Harley, giving Mr. 
Sullivan’s face in profile, adorns the upper part 
of each side. 

Granite for White Plains Court House. 


Brown & Piere, granite eutters and dealers, of 
135th Street, and Mott Haven Canal, have secured 
the contract for the new White Plains courthouse 
and Hall of Records, and are erecting a plant at 
that place to do the work. The granite they will! 
use is a pink from the Fox Island quarries, Maine. 
The building will be of granite exterior all the 
way up 

Maine Granite Bronx Court House. 


The building of the new $1,000,000.00 eourt- 
house, intended to be the pride of the Bronx, at 
161st Street and Third Avenue, is on in earnest. 
Former Building Superintendent Thomas J. Bra- 
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dy is the general contractor, and he is giving it his 
personal attention. Work on the foundations 1s 


now completed, and they are beginning to set 
stone. The Chase Granite Co. have the stone con- 
tract. They are getting the granite at Buck’s 


Harbor quarries, Maine, and shipping it to their 
Blue Hill cutting plant, where it is cut and sawed 
and reshipped to the job. Work was delayed 
somewhat in the early part of the season on ac- 
count of several hitches over the plans for the su 
perstructure, but they were adjusted satisfactorily 
and brought within the appropriation made by 
the city for the work. It is expected that the 
building will be completed within three years. 

Some criticism has been heard because of the 
failure of the borough authorities to have the 
streets adjacent to the new building widened suf- 
ficently to meet the requirements of the traffic 
that is bound to converge at the courthouse square. 

Plain Facts About Present Conditions. 

George K. Beddoe, New York representative of 
the Perry-Mathews-Buskirk Co., reports business 
as extremely quiet here this fall. Building oper; 
ations are practically at a standstill as far as 
New York is concerned, due to the tight money 
market, and if that is not enough the election 1s 
helping it along somewhat The poor railroad 
also have found it nectosary, it seems, to increase 
their rates for unloading stone in this market to 
15c a ton for block and 30c a ton for sawed stone, 
which is considered an outrageous imposition, in 
view of the fact the charges were already very 
high. Mr. Beddoe says their work on the new 
Hoffman House addition is progressing very nice- 
ly, and that J. H. Young & Co., the cut stone con- 
tractors, are about ready to set stone, P.-M.-B.’s 
stone being specified, of course. 





CHICAGO, ILL. 


November 3, 


Cuicago,  ILL., -Bedford stone 
operators whose offices are in this city, 
have all done a business this year never be- 


fore equaled. The only difficulty they experience 
is their inability to ship their orders fast enough. 
The crying necd in the district, as well as every 
place else, is the lack of cars. The Monon Road 
practically has the Bedford quarries at its mercy, 
and it seems as if it has made no effort to he!p 
the operators out of their trouble by even making 
an effort to furnish any semblance of a car. This 
month more than any other in the year, is a time 
when all orders want to be got out, for the con- 
tractors want stone to finish the work they have 
on hand before they have to quit. Unless the 
Monon takes better care of their patrons others 
seeing a fruitful field in this stone center, will 
tap the district with another road. The growing de 
mand for Indiana oolitic stone is greater every da, 
and good transportation facilities are needed to 
keep up with increasing business. With coal 
mines as near as they are to this district, coal 1s 
higher than in Chicago, for the reason that they 
cap not furnish cars to haul it. It is hoped thac 
the Monon will, during this winter, make provis 
ion for better handling the output of the quarrtes 
along its line, 

The North Carolina Granite Corporation has ap 
pointed Chas. Gall, 79 Dearborn Street, their rep- 
resentative in the West and Northwest. He re 
cently secured from the First National Bank, or 
St. Paul, Minn., the contract for furnishing the 
granite on the new building they are about to 
erect. The contract is for 20,000 cubic feet of 
granite or about 75 carloads. The building is to 
be two stories in height and will be 1090 feet 


square. The North Carolina granite was selected 
as the one that would make a building better 


suited for their purpose than any granite submit: 
ted for their inspection. 


“City officials who have charge of street im- 
provements,” said J. J. Sloan, secretary of the 
Wisconsin Granite Co., “had better look more 


closely to the quality of the gravel used for ma- 
cadam purposes. The poor quality used, full of 
loam and other substances, is not such as will 
allow sufficient binding qualities. The impetus of 
traffic, automobiles, etc., is hard on streets, and it 
is but a short time before the street is in an unfit 
condition 


1 unless proper care as to mixtures is 
taken.” Granite for street purposes has had a set 
back this year, that is, in proportion to other 


pavements. When asphalt is laid as cheaply as 
it now is, quality suffers 

The Woodbury Granite Co., who are furnishing 
the granite on the Cook County courthouse, are 
rushing the work, and now have blocks to the sec. 











ond story in place. Some ambitious, though In- 
experienced county officials, tried this month to 
pick some flaws in the stone in the way of poorly 
matched blocks, ete., but were shown up much to 
their discomfiture by being told and shown that 


it was dirt, which will easily be washed off when 
the work is completed. The laugh has been on 
the officials for the interviews they have given 
out on the sudject. 

The office and stone yard of the well known 
firm of Henry Struble & Co., which have been lo 
cated on 40th street near Vincennes avenue fo! 


a number of years have been entirely abandoned 
during the past week, and all the material gather- 
ed has been removed. Mr. Struble, as the head 
of the new firm, has opened a commodius office at 
575 in the well known “Rookery” building, where 
all the Chicago business of the firm will hereafte: 
be conducted. The plant of the new firm will be 
at Bedford, Ind., where large interests in Bedford 
stone quarries have been acquired. The new 
firm commences business under new and most 
flattering auspices, and will no doubt be able to 
take on a large amount of new business in the 
Indiana district. Mr. Struble himself is one of 
the most thorough cut stone men in this city, 
and he is widely known among the fraternity 
throughout the country. 

The well known firm of Olson & Nelson, 3337 
15 La Salle street were found to be steadily em- 
ployed in getting out stone for a number of con 
tracts which they have in hand. Mr. Olson seem 
ed to be in the best of humor over the present 
Situation, and said that everything in their line 
was moving along in the most satisfactory manner 
although their work is not pushing them as fast 
as it did earlier in the season. They have, how 
ever, in their employ a good many workmen who 
are engaged in getting out stone for the comple- 
tion of a large apartment building in Hyde Park. 
The firm express themselves as being highly pleas 
ed with the present business situation and say 
they have work enough in hand to keep them 
fairly busy most of the winter. They have a ca- 
pacious yard with plenty of raw material on 
hand, and new material arriving by train from 
the Bedford district almost every day. Mr. Nel- 
son expressed his confidence in the good prospects 
in sight for another year. 

At the yards of A. F. Gibson & Co., 3327 La 
Salle street, the first thing that strikes the at- 
tention of the visitor is the enormous stone derrick 
which Mr. Gibson has had erected in the place of 
the one destroyed by the carelessness of workmen 
handling it during last month. This new derrick 
has an enormous lifting capacity and is one of the 
largest erected in any stone yard in that section, 
if not the largest in the city. Mr. Gibson is high- 
ly pleased with the expensive structure and says 
that it will greatly facilitate the handling of stone 
received at their yards. The firm reports their 
business as fairly good at this time, prospects 
flattering, with work enough in hand to keep the 
men busy for some time to come 

The well known firm of John Tait, 3401 La Salle 
street, seems to be one of the most aggressive and 
prosperous firms in all the La Salle street dis- 
trict. Father and son conduct their business on 
a most extensive scale, and have succeeded in se 
curing some very lucrative and extensive con- 
tracts. During the past few months the firm has 
been greatly remunerated by its constant efforts 
to acquire new and important structural business 
The firm has secured the contract for the erection 
of the new and palatial residence of J. Ogdon 
Armour, now under construction in Lake Forest 
This residence will be constructed entirely of 
marble supplied by the marble quarries in Ala- 
bama. The marble is pure white and as fine a 
marble as can be found in the United States. 
This residence now being built by Mr. Armour 
will be one of the most notable structures erected 
n the vicinity of Chicago for many years, and 
will undoubtedly attract a great deal of attention 
not only from achitects but builders every where. 
Tt will be one of the most expensive private resi 
dences in or about all Chicago, and its cost will 
considerably exceed a round million dollars. 

This firm has also acquired the contract for the 
building of a large section of the New Common 
wealth Electric Co., an enormous new plant now 
in course of construction on 22d _ street This 
plant will be by far the largest of its kind in the 
city and when completed will cost over $4,000,- 
000.00. We have already noted the fact that this 
firm is supplying the stone for the building of the 
new Auditorium Hotel on the lake front. The 
work of furnishing the stone is going forward as 
rapidly as possible and is in place on the building 





up to the fourth or fifth story and presents a 
handsome appearance. Take it all in all the firm 
of John Tait is an exceedingly busy one these late 
autumn days. 

The Chicago Cut Stone Co., 3403-7 La Salle 
St., is one of the best known cut stone companies in 
that district. The proprietors are strict business 
men of experience in the stone business and are 
withal pleasant men to talk to. They have a ca 
pacious yard at the above named location, are 
fairly busy at this time carrying out their con- 
tracts on buildings which they secured a little 
while ago in St. Paul, Minn., also in Milwaukee, 
Wis. They are working a good force of hands 
and are well pleased with the work they have 
done during the past season and are also pleased 
with the prospects ahead, which seems to insure 
them a reasonable degree of prosperity for an- 
other year. 

A. E. Sward & Co., cut stone contractors doing 


business at 33d street and C., R., l. & P. R. R,, 
near La Salle street are well known stone men 
and report business as being fairly good. They 


are finishing up their contracts made earlier in 
the season. 

Mahan & Co., having quarries and mills near 
Bloomington, Ind., report business as still fairly 
good, and will continue to operate their quarries 
until closed by the ice and snow of winter. 

The Vermont Marble Co., one of the chief fac- 
tors in the business, and which has an extensive 
patronage, reports the business of the season as 
having been one of the most prosperous they have 
enjoyed for a long time. A great deal of marble 
has entered into the interior construction of all 
the large new down-town structures which have 
been going up during the past summer, and the 
demand for marble on this account has been ex- 
ceedingly large. The supply of marble on hand 
at the close of the season is most ample to meet 
all demands. 

F. J. Mally & Co., 289-91 E. Fortieth St., reports 
business as having been good all the season. 

The Wisconsin Granite Co., 520 Chamber of 
Commerce, report their business as having been 
extended beyond their expectations during the 
past season. : 

Chicago’s climate is not such as will preserve o1 
add in any way to the beauty of marble for ex- 
terior building purposes; hence, little marble is 
used here as there are few that will stand the 
elements and retain the elegant finish. The Geor- 
gia Verd Antique Marble Co., whose offices are in 
the city and whose quarries are at Holly Springs, 
Ga., have furnished from their quarries for a new 
Chinese restaurant on Randolph Street, a large 
amount of marble whicn has been used in facing 
the front of the building, and which in contrast 
of the mosaic work; offers a unique appearance. 
This company also furnished the marble in the 
new Rector’s restaurant. The marble of their pro- 
duction is especially adapted for exterior work on 
account of its hardness, and the fact that it holds 
its polish for years, 

The Milwaukee Monument Co. have completed 
the additions in equipment which included the in- 
stallation of two new derricks at their Lohbrville, 
Wis., quarry. They are now in better shape to 
handle large blocks of granite for monumental 
stock which, as they are cutting into tneir ledge, 
they are able to secure in better quality. They 


have now 125 men employed at (Is quarry and 
are rushed to the utmost to fill orders, 

Cc. E. Fenn & Co., wholesalers in granite report 
that the business they have done this year has 


already equalled that done in any previous year 
in their history. This company deals mostly in 
Barre and Quincy stock, but this year have done 
some importing of Scotland granites. They are 
in need of an experienced salesman to travel for 
them. A man acquainted with the business can 
secure a good position. 

Those among the granite and marble trade, who 
knew J. Frank Jones will regret to hear of his 
death which occurred October 21, at his home in 
this city, 850 Rosemont Avenue. Mr. Jones was 
one of the best known and liked salesmen travel- 
ling this territory. He was born September 17, 
1855, at Perryville, Ind. His father was a Metho- 
dist minister in that place. When a young man 
Mr. Jones went to Racine, Wis., and a few years 
later to California. He then returned to Chicago 
where he remained until 1890. Entering the em- 
ploy of the Davidson Marble Co. be went to New 
York. From 1894 to 1905 he traveled for this 
company through New York, Pennsylvania and 
New Jersey and occasionally South. In 1905 he 
entered the employ of the Rutland-Florence Mar- 
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ble Co., of Rutland, Vt., and untill his death trav- 
eled Indiana, Lllinois and Wisconsin. A Tew 
months ago he moved his family to Chicago and 
made this his headquarters. He made his last 
rip Septembe 17. and on returning mi y 
ill until his death. Mr. Jones was married in 
1893 and is survived by his wife and two children, 
Ernest and Vaughn. The sympathies of his many 
friends go out at this time to Is bereay 
family. 

G. N. Kegier. the well known granite and mar- 
ble dealer of Plymouth, Wis., tas bought the 
stock and business of Pernot & Uvo., of the same 
place. E. R. Pernot has gone to Boscobel, Wis., 
where he has opened up a shop and will engage 
in the granite and marble business. 

The Vermont Marble Co. are building a large 
place here opposite the present location on Water 
Street. They have secured the lease on their 
piece of property 210 x 190 feet, having on one 
side the tracks of the C. & N. W. Ry., and on the 
other side a slip of the river where boats may 
come, allowing water shipment. The building 
which is nearly completed, is constructed of brick 
on a concrete foundation. The building is four 
stories high, 126 feet long by 70 feet wide, ana 
has four stories. A shed has been built on the 
water side where marble will be kept. The ob- 
ject of the company in enlarging so at this point 
is to take better care of their rapidly increasing 
Western business. Work, both for monumental 
and building purposes, will be brought to this 
plant and finished. The first floor will contain 
the engines and boilers, which will be run by two 
gas producing engines. One five-ton steam der 
rick; four gangs and three rubbing beds will also 
be on this floor. The machinery has all been put 
chased in the East and part of it ia on the ground 
rhe second floor will be occupied for furnishing the 
marble for interior work and building purposes. 
The third will be used for the monumental de 
partment and the offices will be on the top fjoor. 
This company is now furnishing marble on sev- 
eral large buildings now in course of construction 
in Chicago, as well as in other cities. Notably 
among the local buildings are: Pike Building, 
the Commercial Nationa! Bank Building, the new 
Marshall Field Building and several smaller ones 
The new Northern Trust Building was furnished 
throughout by this company and stands as one of 
the works of art, in interior marble work. They 
report that the cemand for marble on monumental 
work has shown an increase every year. Their 
new building is expected to be ready by January 
1, 1907. 

The Chicago Monumental Works, of Chicago, 
has been incorporated for $10,000.00. The tncor- 
porators of the company are: A. H. Heyman, Wm. 
Friedman and J. Powel! 

A. H. Grotefeld, who was one of the members o 
the firm of monumental dealers of Laechle & 
‘rrotefeld, has retire from that company an 
started in the monumental business. The name 
of the new firm of-A. H. Grotefeld & Co., and thei 
offices are in the Roanoke Building. 

[. Flexner, sales agent of the Pittsburg Crushed 
Steel Co., was a caller at this office last month 
Mr. Flexner has been on a trip through the North 
west and reports the sale of crushed steel along 
with other lines of business good There seems 
to be a scarcity of labor among the quarries in 
that section. 

J. H. Weldon, who, for some time past, has 
been representing the Rutland-Florence Marble 
Co., through the West, has severed his connection 
with the compeny and gone back East. 

George Bros., wholesalers of granite. located in 
Dixon, Ill., will sell Pike River granite in the 
Western territory in conjunction with the E. C 
Willison Co 

Foster & Hosler, 415 Wabash Ave., have a new 
type of pneumatic plant which greatly simplifies 
the mechanism of the one they now have on the 
market. The new type will be sold in the future. 
Instead of two sets of wheels, one set of which is 
driven by a belt; one set does the work. A piston 
rod connecting the wheels with the air tank and 
drives the compressed air which runs the pneu- 
matie tools is also driven by a shaft from the 
engine. 





Rock Products has an Information Bureau for 
the benefit of the dealer and contractor of build- 
ing and monumental stone. It's free to you if 
you’re a subscriber 


THE NORTHWEST. 

MINNEAPOLIS. MINN., October 2 The building 
business has had something of a revival in view 
of the fa that the season is quite late and the 
weather is very uncertain, and can not be de 
pended upon. There are a number of good-sized 
structures under way, or being started, whict 


will be carried along as far as possible before the 
weather makes it advisable for a cessation of 
work 

The cut stone business has been fully up to 
expectations and most all the large orders have 
been delivered. A few small contracts are still 
being worked. Jones & Hartley, Minneapolis, are 
still running their yards. The C. H. Young Co., 
St. Paul. are furnishing the cut, carved and 01 
namental stone for the front of the new State 
Savings Bank building in St. Paul. Lauer Bros., 
St. Paul. have the contract for the footings for 
the new Roman Catholic Cathedral in St. Paut, 
and have the work well under way. George J 
Grant has the foundation work about completed 
for the First National Bank, of St. Paul The 
building will be of cut Georgia granite 

The old Chalker Stone Co., of Minneapolis, has 
been reorganized as the Chalker-Sullivan Stone 
Co. E. L. Danforth, formerly of the original 
company, has severed his connection with the 
business. M. J. Sullivan, who takes an interesi 
in the business, was formerly superintendent 2f 
the plant 

Some Tales of Prosperity. 

The sales of patent plaster by the United States 
Gypsum Co. in the Northwest were larger than 
any previous year It is estimated that 80 per 
cent of all the plaster sold in the Twin Cities 
the past year was sold by the United States Gyp 
sum Co 

The M. J. Sullivan Monument Co., of Minne 
apolis, has just secured an order for a large mon 
ument to be erected at Dowagiac, Mich., for the 
soldiers and sailors. The buttress will be seven 
feet high and the suwb-base, 17x17 feet rhe 
height of the column will be 37% feet. At the 
base there will be four figures in peaceful att! 
tudes. The column will be surmounted with a 
cut granite figure bearing a bronze flag in hana. 

The Sullivan-Whitmore patent granite dressing 
machine has been successfully operated in their 
yards in Minneapolis. With this machine, solia 
granite blocks can be cut at from 10 to 20 cents 
per square foot, making a material reduction In 
the cost of the work 

C. J. Benham & Co., have engaged In the build 
ing materials business at St. Paul, with offices In 
the Globe Building 

G. H. Perry, of East Sioux Falls, S. D., has in- 
stalled electric power for operating his stone 
crushing plant. He will also instal] electricity 
for the other machinery. 

John DeLaittre will erect a handsome modern 
residence on West Franklin Avenue, from plans 
by William Channing Whitney, architect. It witr 
be 64x73 feet in size, two and one-half stories 
high. with a eut stone foun lation wall, and a s 
perstructure of pressed brick and cut stone, with 
slate or tile roof, hollow terra cotta tile and fire 
proofing, et« Ben Aronson has the general con 
tract Cost $50,000.00 

The Lauritzen Malt Co. will erect a new brew 
ing plant at Third Street and Eighteenth Avenue 
Northeast, on plans by Boehme & Cordella, arch 
itects. The brew house will be 105x120 feet, two 
and five stories high, and the bottling house, 44x 
110 feet, two stories, brick and cut stone. Cosr 
$100,000.00. Foundation work has been started 
by S. M. Klarquist 

The Young Men's Christian Association con- 
templates erecting an additional building in the 
spring for the use of the boys’ department, and 
proposes to raise $75,000.00 for the purpose 

C. W. Lundquist received the contract for the 

nilding at 2421-2428 Central Avenue for the M 
sonic Building Association. It will be 45x110 ft 
in size, three stories, costing $30,900.00. Fremont 
D. Orff, architect 

It is understood that C. J. Hedwall and Herbert 
Pearce wil] erect an office building three to four 
stories high, at Ninth Street and Nicollet Avenue 
in the spring 

J. & W. A. Elliott have completed the founda- 
tion for the Dr. G. G. Eite] hospital at Fourteenth 
and Willow Streets. The superstructure will be 
erected in the spring. Lowell A. Lamoreaux, 
architect. 


Wyman, Partridge & Co., wholesale dry goods, 
will erect an addition to their warehouse on Sev- 
ird Avenue North It will 
double the size of present structure and will 
be eight stories high, 100x180 feet, mill con 
struction with brick exterior walls. Cost $60, 


MOLO0 


enth Street and 





Tr. F. Curtis bas had plans prepared by Lina- 
strom & Williams, architects, for a handsome and 
elaborate modert ) i partment Dbuildins 
to be erected on Third Avenue South and Tenth 
Street. The building will be shaped like the let 

E even storie x270 feet in size rl 
exterior walls will be of pressed brick, cut stone 
and terra cotta. The exposed fronts of the roof 
will be of red Spanish til It will be of fire 
proof construction throughout, and will contain 
‘16 suites Cost $500,000.00 
John Markham will erect three detached apart 
ment houses on Franklin Avenue and Dupont 
Avenue South, on plans by Lindstrom & Wil- 
liams, architects. They will be three stories and 
basement, 42x66, of pressed brick and cut stone. 
Cost, $5,000.00 

Wm. M. Kenyon, architect, has plans for a fra 
ternity house to be erected in southeast Minneap 
Olis for the Phi Kappi Psi organization It will 
be red brick veneers and Bedford cut stone, cost 
ing $14,000.00 


Saint Paul Building. 

The Northwestern Shot and Lead Co. will erect 
a building on Hyde and Fairfield Avenues, of 
brick and stone, to cost $12,000.00. 

The Northwestern Furniture Exposition Co 
will erect a brick and stone structure, three sto 
ries, 150x200 feet, at Raymond and University Av 
enues. Cost $50,000.00. Buechner & Orth, archi 


Thori, Alban & 





‘ architects, have plans 
nder way for a new high school building for St 
Peter, Minn., to cost $35,000.00 It will be 66x80 
of brick and stone 
The First Methodist Society proposes to erect 
a handsome church at Holly Avenue and Victoria 


Street 


SAN FRANCISCO. 


—_—_—_ 





SAN FRanotsco, Car., October 22.—The man 
agement of the Vermont Marble Co.’s_ Pacifi 
Coast branch, reports the demand for their mar 
ble for monumental work, very good in Califor 
nia and throughout their entire territory, from 
New Mexico to British Columbia. They are not 
yet in position to take orders for finishing mar 
ble for building pos here ind most 0 
the country orders are filled direct from the 
East, where the company has large stocks ready 
to be released for shipment to this Coast. Dur- 
ing the past month about twenty-five carloads of 
Vermont marble, principally from Swanton, Vt. 
have been released and shipped to California for 
this company, which had been hampered for lack 
of storage facilities until lately A cargo of 
marble from Europe, principally Italian marble, 
amounting to sixty-five carloads which recently 
arrived in San Francisco, has been discharged 
and stored in the company’s local yards. This 
is the largest single order of European marbl¢ 
ever brought to San Francisco. The varieties in- 
clude Pavonazzo, blac ind gold, sienna and Eng 
lish vein 

Owing to the peculiar local conditions as to 
abor and materials, progress has been slower 
than was expected on the Vermont Marble Co.'s 
new three-story marble working plant and office 
building under construction at 244 Brannan St 
The foundations are not entirely completed and 
half of the three-months’ time in which the build 
ing was to have been completed, has been con- 

imed. The new machinery for the equipment 
of what will be the largest plant of the kind on 
the Coast, will be installed and in operation with- 
in the next three months, at any rate. The boti 
ers have been erected and the engine is vet to 
irrive. The yard is pretty well stocked already 
a number of shipments by sea and rail having 
been added to the small quantity of marble that 
escaped ruin from the big fire. The marked 
prosperity of the Pacific Coast in general. during 
the past vear shows its effects on the marble bus 

In the State of Washington. for Instance, the 
monumental business is very good. both in the 
city of Tacoma and in the rural districts around 
North Yakima in the eastern part of the State. 
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In San Francisco, where there is no more than 
the usual amount of new monumental work and 
statuary pieces, ever since the earthquake, there 
has been a large volume of repair work on the 
numerous monuments in the large cemeteries 
that were more or less damaged by the shocks. 
In the aggregate, a large quantity of marble has 
been required to replace the broken parts. | 

W. D. Bannister, quarry manager of the Colum- 
bia Marble Co., who recently returned from Co; 
lumbia, says that business is very active at the 
quarries at Columbia, Cal., where the machinery 
is operated by electric power. Water from three 
large springs on the company’s lands, is dropped 
1,000 feet to a water-wheel which drives an elec- 
tric generator, near the quarry pits. The new 
quarry of blue marble is still being developed, 
although it is not in so great demand as the 
Columbia white marble. The company’s office is 
now at 343-347 Brannan Street, where Hearfield 
& Bannister have a large new mill in operation 
for the manufacture of paris white and whiting 
from Cliff rock, imported from England. A good 
stock of Columbia marble is on hand at the com- 
pany’s new marble yard, at Seventeenth and Mis- 
sion Streets, which has been in operation abous 
a month, and additional marble finishing ma- 
chinery will be installed shortly. This is the 
only large plant of the kind in operation in the 
city, at present, although the Mission Marble 
Works has a smal] plant running at the corner 
of Sixteenth and Church Streets, that was the 
only one to escape the great fire. Several other 
marble works are being erected where machinery 
will be installed within the next few months. 
Joseph Musto is rebuilding his marble plant at 
North Beach. Stock is on the way from Europe 
for the replenishing of this yard and the new 
yard of Ruffino & Bianchi, which is also being 
opened at the north end of the city. One vessel 
carrying a cargo of Italian marble for these yards 
was reported as putting into Montevideo with 
her cargo shifted, some few weeks azo, and has not 
since been heard from. 

The Columbia Marble Co. has just signed up a 
$130,000.00 contract to furnish all of the marble 
needed for the reconstruction of the interior of 


the 14-story Merchants’ Exchange Building. 
About sixty per cent of the brick work has 
been taken down, although the steel frame is 


practically uninjured. Thos. Butler is furnishing 
the sandstone, which is being used to replace the 
damaged portions of the three lower stories on 
the California street front of the structure. 
Sandstone is being used as exterior finish on the 


Sutter street front of the lower stories of 
the 7-story steel frame Bullock Building, the 
brick work of which was taken down after the 
fire. 


One of the contractors on the new government 
dry dock at the navy yard at Mare Island, Cal., 
has arrived, the preliminary work of excavating 
baving been completed recently. Pile driving for 
the foundations of the stone and concrete grav- 
ing dock is now going forward. There will be 
room for the largest vessel afloat in the new 
dock, costing considerably over $1,000,000.00. 

The Academy Granite Co., of Fresno, Cal., has 
filed articles of incorporation with a capital stock 
of $50,000.00. The directors are: J. S. Williams, 
of San Jose; Edward Dubois, of Academy; Jesse 
Jansen, of Reedley, and F. M. Blanchard, of Fres- 
no, 999 shares each; R. H. Graff, of San Leandro, 
4 shares. The shares have a par value of $1.00 
each. 

Almost all of the specifications for the new 
buildings of the best class in San Francisco now 
in plan call for reinforced concrete curtain walls 
over steel frames. A number of these structures 
will have considerable stone in the exterior walls 
of the front and will have marble interior finish. 
Thus there will be a good demand for about all 
the granite, sandstone and marble that the Coast 
quarries can supply during the coming year, in 
addition to the regular shipments from foreign 
countries and the Eastern States. 

September showed an increase of about one- 
third over the amount of construction work un- 
dertaken in August, and it is estimated that near- 
ly twice as many skilled workmen and laborers 
were at work on October 1 as on September 1. 
During the month of September over 300 build- 
ing contracts were let at a total expense of $2,- 
779,668.00. The building permits of all classes 
isued during September totaled 1,050, the esti- 
mated cost of the work aggregating $5,902,000.00. 
During August about 700 permits were granted 


at a total cost of $4,200,000.00 and during July 
about 600 permits aggregating in cost 3,500. 
000.00. : 

Among the buildings the early construction of 
which has been announced recently are: The Phe- 
lan Building, on the gore lot at the intersection 
of Market Street, Grant Avenue and O'Farrell 
Street, to be ten stories high and constructed at 
an estimated cost of $3,750,000.00; the Palace Ho- 
tel, ten stories, $3,600,000.00; Hearst Building, 
twenty-three stories, $1,200,000.00; Bayside Build- 
‘ stone and terra cotta; 
seven stories with 
mosaic floors throughout; the Whitney Estate 
Building, eight stories, $500,000.00, steel, rein- 
forced concrete, marble interior finish and glazed 
brick front: the Greenwood Estate Building, five 
story steel and brick, costing $60,000.00; a $200,- 
000.00 steel and concrete eight story building for 
Oscar F. Luning, and a $500,000.00, 14-story build- 
ing for the Luning Estate. A $1,500,000.00 hotel 
building will be erected in Oakland, Cal., by a 
syndicate of bankers on a commanding site 
over-looking Lake Merritt. \ 

A contract for re-sewering’ Market Street, from 
Second to Bast Street, has en awarded to the 
Burrell Construction Co., of \Gan Francisco, for 
$90,529.00. The work is to be rushed with three 
shifts of men, and the contract must be completed 
by January 1, 1907. 

The Acme brand of lime, which is manufactur- 
ed at the new plant at Sonora, Cal., in modern 
kilns using California petroleum as fuel, is meet- 
ing with success in the San Francisco market. 
Large shipments are made. 

A 75,000.00 four-story and basement steel frame 
fire-proof apartment house, is to be erected for 
F. M. Greene on Sutter Street, and is to have a 
front of Caen stone with green-bronzed balus- 
trades. 

P. B. Mullaney, the marble cutter of Colma, 
Cal., filled an order for a large Celtic cross that 
was imported from Italy, and stood about nine 
feet high, and erected it in Holy Cross Ceme- 
tery, San Francisco, just a few weeks before the 


stories, steel 
Marino Building, 


sixteen 
Santa 


ing, 
the 


earthquake. It was badly broken up by the shock 
He has also furnished a local customer a fine 
monumental statuary piece, of Rutland Italian 


marble, costing about $1,700.00. This includes a 
statue about six feet high. The die is 3 ft. 10 
in. in length and 4 ft. in height. It is also built 
up with columns, etc. 


GREATER BOSTON. 

Boston, Mass., October 29.—The North Caro- 
lina State exhibit at the Food Fair, now being 
held in Mechanics Building, well deserves the ap- 
pelation, “superb,” as appears in the public print. 
Aside from the varied products of the Tar Heel 
State, on exhibition, that which demands special 
attention, and more than passing notice in a 
trade journal of Rock Propucts’ limitation, is 
the excellent display of granite, as seen in a con- 
spicuous position in Paul Revere Hall. Ten spec- 
imens of the granite and marble in its polished 


form are mounted on the stage in the front of 
the hall. They are fashioned into spheres about 
two feet in circumference, and were turned and 
polished by F. Nelsley Fuller, of West Quincy, 
Mass. Following are the names of specimens 
and a few of the firms who are developing these 
rich deposits; Leopardite, as found near Char- 
lotte, N. C.; deep olive green granite, mottled 
granite, Leisterville, Anson County, N. C.; blue 


black marble, as found near Murphy, N. C., ex- 


hibited by the National Marble Co,, Cherokee 
County, N. C.: gray granite, Mooresville, N. C.; 


mottled granite, Hot Springs, N. C.; light granite, 
as exhibited by the North Carolina Granite Cor- 
poration, Mount Airy, N. C.; red mottled granite, 


Wilson County; coarse white marble, Mitchell 
County; orbicular dionte, Consolidated Granite 
Co., Winston-Salem, N. C. 


This creditable display of granite and marble 
elicited well-merited praise from the thousands 
of observers, who coudn’t help being impress- 
ed by the enterprise and push of their neighbors 
in the South Land. 

Frank Recchia, the wel] known granite carver, 
with office and works at 68 Warren Avenue, ts 
busily engaged upon the Parkman memorial to be 
erected upon the shores of Jamaica Pond in the 
Boston parkway. The monument consists of an 
immense die in Maine granite and will rest upon 
a bottom base of the same granite. Around the 
sides will be seats. The feature of the entire 





work is the exquisite figure of an Indian after a 
model by Daniel French, the New York sculptor. 
The figure is heroic in size and is partly sunk 
and part in relief upon the die. The latter meas- 
ures 60x29x14 ft. and weighs in the finished state 
21 tons. Mr. Recchia is cutting the die and fig- 
ure at the yards of Milne & Chalmers in Quincy. 
The Indian is a perfect type of the North Amer- 
ican brave, and Mr. French has surpassed prev- 
ous effort in the sculptor’s art. 

Francis Parkman, the historian, though born 
in Boston in 1823, spent years studying the life 
and habits of the existing Indians in New Eng- 
land before writing any of his works. 

He died at his home in Jamaica Plain, Boston, 
Mass., November 8, 1893, and it is decided to dea- 
icate the costly memorial as near that date as 
possible. Mr. Recchia in his display of attention 
to detail, has brought out every line in the carv- 
ing from the perfect model by French. 

Much enthusiasm is manifest in Grand Army 
circles in Brockton, Mass., by reason of the near 
prospect of erecting a memorial in memory of 
the men who went to the front in ’61 to ’65 from 
North Bridgewater, now Brockton. The affair is 
in charge of Fletcher Webster, W. R. C. T., and 
the president, Mrs Mary E. Alger, has been large- 
ly instrumental in the renewed interest that 1s 
being shown. 

The committee which was recently appointed 
by the Ninth Massachusetts Regiment Veteran 
Association, of Boston, to secure funds for the 
erection of a suitable memorial in memory of Col 
B. F. Finan, has been hard at work on this labor 
of love, and has everywhere met with encourage- 
ment. 

A gravestone that was erected a few days azo 
in the Granary Burial Ground, on Tremont Street 
said to be most ancient American cemetery, 
has undoubtedly had an interesting history, 
if its story could be revealed in all its detafls. 

The ancient stone, though newly planted, bears 
one of the earliest dates of any to be found in 
the Granary. It has this inscription: 

“Deborah, wife of Samuel Davis, age 27 years, 
died November 2, 1673; George Davis, their child, 
age 6 days.” 

Gravestones that originally belonged in both 

Kings Chapel and the Granary burial grounds, 
have been at various times dug up by laborers 
in different parts of the city. That of John AlI- 
den, the eldest son of the Mayflower, John and 
Priscilla Mullins, was found thirty years ago In 
the soil of a back yard in Bliot Street, and the 
memorial of Alden’s most intimate friend, Wil- 
liam Paddy, was discovered deep down beneath 
State Street about the same time. 
The only known other existing relic of Deborah 
is a deed in the Suffolk registry, to which she 
affixed her mark, a big printed D, in lieu of her 
Signature, about four months before her death. 

A local antiquary said recently that now that 
the cemetary department has started to replace 
dislocated gravestones of early Bostonians, he 
hoped the work may be continued, as there have 
been for years, and are now mary such memori- 
als lying around carelessly, against trees and 
walls, in the Granary, when an hour’s work would 
Serve to replace them in the ground where they 
belong. 

Henry Murray, of Haverhill Street, 
large column eighteen feet in hei:ht, 
at the works of the Quincy Column 
at Quincey, Mass. It 1 
and will go to make 
parties. 


is having a 
turned out 
Turning Co., 
is from Deer Isle granite 
up & monument for local 





Will Place Contract Soon. 


West Cuester, Pa., October 22.— 
sioners of Chester county are sneehonne La 
Chester County Veterans’ Association for the erec- 
tion of the proposed $60,000.00 soldiers’ monument 
to be erected on the court house lawn at this plas 
The Veterans’ Association is very anxious that the 
contract be placed at an early date. 





Award of Design. 


Srracuse, N. Y., October 24—The Soldiers’ Mon- 
ument Committee of this county have awarded to 
Cyrus E. Dallin, sculptor, of Boston, Mass., the 
contract upon his design for the $70,000.00 monn- 
ment to be erected in this city. Mrs. M. H. 
Schwartz, secretary of the design committee has 
received cordial letters from all the sculptors en- 
gaged in the recent competition accepting in gen- 
eral terms the award to Mr. Dallin. 
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LOUISVILLE, KY. ( stone in the s was da 1 and that only 
eames ee $50.00. It wa ur t partition whico 
LOUISVILLE, Ky., November 3.—The open weath- j be A K , vn 
er of the past month finds the various stone yards be & ( LI 1 valuable Ss ly 
and monument shops presenting the appearance ~4 i j } There was 
of a spring opening day. There is no complaint rantip consid = . intil it was 
as to receiving stock from the quarries; in fact, - finally a rta 1 the monur t had not 
this end seems to have used every endeavor to co been injure i 
operate wth the cut stone men, with the result J. K. Pir ) } R t i dark quarry 
that every one is busy, and lots of business means it , ‘ ever ‘ 
lots of happiness. Ce tt ES SR ETS are aim tory and has unco i vast sunt of clean 
Both Mr. E. R. Burghard and Mr. Jos. Burg ) that ca ve quarried ¢ ‘rt notice. One 
tard, at the yards of the Peter & Purghard Stone BARRE, VERMONT. big blo " x 30x ul na way ut 
Co., 1200 Thirteenth Street, in addition to over makes a 1 1 t wat and 
seeing their various orders, are devoting a great — V aii = t! 3 onl y t an | mense 
deal of attention to the new extension, some 200 PARRE, VT., UCUOUSE ¢ wrienci tates e that is fa \ lid rcks 
feet long, whié®*they are making for their mar- though the memorable rush of business which has f t f very h st quality 
ble department and which they hope to have in prevailed in Barre during the past season wou A. Ed eas AV [ted a Dio . f 
working order within the next thirty days. The jaye considerable let-up about the middle of No ul on feet of 00d dark 
equipment for this shed will consist of three rub- ssoseiiiams. Gillies. tehciditemiaeddees eaten alae (alee ) rhe mamn { , ng it of a prec: 
bing beds from the Oliver Manufacturing Co, i ane alre ws ‘he wat 5 ema een. naenieh pice so that it lo la would be an 
Knoxville, Tenn.; extra polishers from the Patcn net peers ~ “ny but ont ig oi nm “ eto on ntities easy matter to s ver Into the quarr) 
Manufacturing Co., of Rutland, Vt. This concern alates p< soe Met “ger Nee s4 be. a 2 rhe latter wa , d out and a nice 
are handling a great deal of stone from the Bowl- canine aan be aoe “ little oamiinn - “ 4 nine i made f t » tha if could be sliced 
ing Green district, one of their notable jobs being a i mel ae ie Se oo na an dull neal 1} to pa al y unfort inately, when 
that for the Louisville Trust Co. Building, this with pags pant nee iets he pn Ae ; r ro split into sev 
city, and it is giving general satisfaction. Plenty oneal ccd ente-onye tinea cagsag din Mags = gg iO eral pieces and Rock Propucts was deprived 
of stock in the shed places them in position to Paice re gy exert t ate Aa ae od ar 0%, & Dhoto t would have interested the 
handle any business that may come along this Suin Senenaadin caeegge aad gt: scieaiens “ , 
winter, and with contracts in hand, they expect no aioe © rrp Aeon Peter eat pacar = nile > toe I ' G a te Cl Quarry Co. have just put up 
let-up for the present it aa . * Nyy neti ¥ iar eee Chg A ie ei a new I i quarry 
John Diebold & Sons, 1417 Sixteenth Street, as yan tan age olla d gs anh “on ae a. am ee \ \ t ate thel 
usual, are very busy. One of their specialties 1s “*) D© Siack Cnough so baa couers ™ Nn cha t they will say 
the furnishing of turned work for local and our- ‘'*! ger orders filled than it has been = is, “4 me t ca One quarry 
side yards, their splendid equipment enabling es —o CH - i ele iS ae Stille owner sa ell the retail dealers it's no lie. I 
them to fill orders with promptness and dispatch. ee ad im stony wel oo - biar z ro iain pt —_ womeg ane for five weeks to 
Several orders for this character of wor} e now oleae “tee c a ‘oe “ieee PETAL 7 merck Bet { wo cars ! lf an ¢ of rough 
in hand, from Evansville, Ind., and other points quarrying tog 3 a hag er ty. ccd Ngee lat tock to a party St. I 4 local railroad 
They have just finished the columns for the wee gps ot = - pane hh nt nin a8 ee said there i f abo 800 cars 
Free Public Library of Louisville. These columns ~ cals ge cars - pecan < nO! it the present tin They are all in the West. 
were made from Bowling Green stone, were 3 ft nei Leger ppt pete Derg es After one of the routine s ns of the execu 
6 in. in diameter and 32 ft. high. Among the fr oe faa — serious obs acie that con tive committee of the Manuf irers’ Association 
work they now have is the Lamar Mutual Life yo a pes gsc Levy Spatial a et nt pee H » on to the executive 
Building, at Jackson, Miss.; Mr. H. N. Austin, : , ree ahs is Paes - > a 15 . — oard pes and cigar were lighted and two 
Jackson, Miss., architect. in which will be used » meet e demands of the industry, Row K PRropucts’ men were invited in from the 
oolitic limestone exclusively. Part of this work of _ for the shipment of granite other room wher¢ y 1 been having a pleas 
consists of two Ionic columns, 23 ft. high. Work {Tom Barre was taken up at a combined business ant chat 1 Natio =f W. S. Alexan 
has also commenced on the Bedford stone work end social me ting of the quarry owners’ associ ler Editor Irvine, of Rock Propucrs, was In 
for the mansion of Mrs. W. B. Caldwell at Cher- tion one evening last week. At the business ses- terrogated regarding his troubles among the re 
okee Park, this city, which consists of a handsome ‘!0n. three new members were taken into the asso- tall dealers and it w , to note that there 
pergola, sun dials and columns, and will repre ‘ition, as follows: The Empire Granite and Quar- was a great deal of : ‘mong the mem 
sent for the stone work alone. an expenditure of 4 Co Wells & Barne y, and the Barre Medium bers ot the committ When the objects of the 
20,000.00. The residence is from the design of Granite Co. Following this an informa] spread new National Reta Deal \ lation were 
Messrs. Shipley, Rutan & Coolidge, Boston, Mass.; “** held during which a matter of vital concert laid before them. If feel the way this 
will be under the supervision of Messrs. Clarke & to the association was taken up. For a long time crowd did about it, it { fe to say that a better 
Loomis, of Louisville, and is most magnificent 1n socal ponen agg deppenad genes: and manufacturers have not day is coming soo tal trade. The 
exterior and interior design. een able to get enough freight cars to fill their ilk became genera issociations, and Pres- 
The entire force of the Blatz-Krebs Stone Co., ornare and they have been greatly hampered ident John W. McDonald wanted them to under- 
1328 Walnut Street, are continually at work, with thereby. To investigate and determine if there stand that the hist ft Ba Manufactur- 
no cessation in sight. This firm, in addition to ‘S ®"Y remedy the quarry ow ners association 4 ers’ Associa t x] story abou: 
humerous small orders, have the contracts for the cided at this meeting to appoint a committee to what organiza P nt McDonald 
interior marble work of the new Mary Anderson confer with a similar committee from the manu then got reminiscent and uid “Gentlemen, I 
Theater, the new Stewart Dry Goods Store t! facturers association The joint committee will was present f meeting this association 
Atherton Building and others, which will keep ‘@e up the matter with the proper Vermont leg- ever held. It was in tl ! National office in 
their force of 65 men continuously employed for a islative committee, and with the interstate com 1889 and the employ were called together to 
long time in the future merce commission. The committee chosen from see what they would do when the blacksmiths 
Mr, Peter, of the Peter & Melcher Stone Works, the quarriers is as follows: J. K. Pirle, George employed — W ms went on 
528 E. Broadway, states that their business was Mutch and H. J M. Jones The manufacturers tr e bec a e tl ref 1 f , " hims and 
never in better condition, both in the cut stone Will have their committee at this next meeting wedges. The trouble w ettied and we foresaw 
and monumental departments. He had no con Arthur Camp, who has for several years been that night that we would have » keep together 
tracts of which he desired special mention made employed in the office of Scott & Townsend in the future.” Well, they have kept together, 
at this time, but stated that with some 8,000 feet wholesalers, has entered the employ of the well ind wea he in i that threatened to 
of stone ordered ahead, he will be in fine shape known granite manufacturing firm of Doucette end the ship inde But tand on a firm 
to take care of the winter’s business, which the Bros.. of Montnelier. Mr. Camp is now on an footing with é loye to-da and things 
outlook promised to be quite large. extended trip through the South and West, call- ire in a fair way to eliminate most of the evils 
“Too busy to talk,” was the report of Mr. Noble ing on the retail monumental dealers in the in- of the trade be d no small meas- 
of the Muldoon Monument Co., 322 Green Street, terest of Doucette Bros re to the influence of ition and organiza- 
which, in its brevity, covers the condition of tne George Bond, of the firm of Bond & Kidder, has __ tion. 
business locally. gone on a two months’ trip among the retail The Consolidated Quarry Company is just put- 
Mr. "J. S. Clark, of the J. S. Clark Monument ‘ealers through the West ting in a big Ingersoll-Sergeant air compressor 
Co., 277 West Green Street, is not only a thorough The granite cutting plant owned by Rizzi! and Pri ' air f ‘ , MeDonalé @ Catler 
artist in his line, but has always a courteous word 4% portion of which is leased to these three firms quarrie tl ( 1 und ti Innes & 
for every one. This firm has inst closed con Rr T Rerrini g Dela Santa & No and Gabhe!l har ; iT sdditiona om 
tracts for three handsome monuments to be erect- Joni & Co., came near being destroyed by fire a sor and the « ill their 
ed in Cave Hill Cemetery, and Mr. Clark states few nights ago and was saved only by the extra- irries ex t M & 1 one 
that their out-of-town trade keeps up steadily rdinarilv swift work of the Barre fire depart Tohr rT & a ot , s an of the 
without any sign of decline. ment The blaze was probably communicated htest your I district and 
Mr. Wetstein, at the office of Joseph H. Peter from the forge room. and when the alarm was he meeting wit! é inufacturing 
& Co., 923 E. Broadway, was quite busy and said ‘turred in the main shed was all ablaze, the fire ness. Mr. S | 
so, but this gentleman always has a genial word running along the ridge for nearly its entire f E f wat 
and hearty handshake for the visitor, whether length. The firemen made the quickest nignt 0 
prospective buyer or gleaner of the news. He hitch in their history and reached there In time f 
st3tes that the monument buver seems to dai to prevent the flames from destroying the vast the 1 i ’ a . 
improve in his knowledge of the general ty amount of valuable carved work, to say nothing water ysten M S i -- wees ising 
and quality of goods ordered, and that this ad- of the up-to-date machinery which the plant con- the plant, has put in over $5,000.00 of new ma 
vancement was along the proper lines and mean tains The damage to the building was only chinery, and does all } WI lishing and lathe 
about $200.00 and covered Dy insurance. Uniy urning. He w ( ia new si 


much to the entire monument trade 
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B. H. Heyward, general manager of the Winns- 
boro Granite Co., of Rion, S. C., was in town last 
week looking over the Barre cutting plants and 
quarries. 

A. E. Bruce and one of his employees, Barney 
Comiskey, had about as narrow an escape a few 
days ago as often happens on a quarry without 
a fatality. They were standing high up above 
the pit about 75 feet, examining a header, when 
it broke away and started to slide into the quar 
ry. By marvelous quickness both men escaped 
the terrible death by leaping to the solid granite, 
which the rock had broken away. 

A notable monument is soon to be cut in 
Barre from extra dark Barre granite. The monu 
ment is to be erected at Bennington Center, to 
commemorate the memory of the name of Wil 
liam Lloyd Garrison, the famous abolitionist, and 
also the site upon which he once published the 
Journal of the Times at Bennington. The sides 
of the marker will be 3 ft. wide and 6 ft. high. 
Three sides and top are to be rock face with mar 
gin lines around the edges. The front side is to 
be polished and the inscription in heavy raised 
and polished letters. The monument itself is 
not elaborate but, it is, of course, notable on ac 
count of the national importance of the name li 
commemorates. 


from 


A party of eleven persons who are interested 
in the Consol.dated Quarries Co.. visited Barre 
this month to inspect the property of the com- 


pany. They arrived on an early train in the 
morning and were eseorted to the quarries by 
Mr. and Mrs. F. T. Cutler and Mr. and Mrs. J 
W. McDonald. The visitors were highly elated, 
both at the beauties of beautiful Vermont at this 
season of the vear, and also at the magnitude of 
their quarry proposition. The visitors were Mr 
and Mrs. Fred Lupton, Mr. and Mrs. Aubrey 
Fountain and Mr. and Mrs. C. Knecht, all of 
Matonan, N. J.; W. H. Bundy, of Chicago; C. W 
Westhall, of Lakewood, N. J.; J. W. Seaman, or 
Long Branch, N. J Lewis Edwards, of Long 
Branch, and C. T. Roberts, of New York 

It has just been announced that Anderson & 
Sherriffs, proprietors of the Capital Hill Granite 
and Marble Works, at Des Moines, Iowa, have 
bought an interest in the Barre Granite ana 
Quarry Co., of this city Mr. Anderson was In 
Barre a short time ago and thoroughly inspected 
the quarries belonging to this company, and 
soon after his return home, decided to purchase 
a liberal block of the stock, considering it to be 
a great advantage in their own business to have 
a quarry connection. The local company owns a 
large tract of well developed quarry land on 
Millstone Hill, having formerly known as 
the Canton Bros. quarry 

One of the largest blocks of granite ever quar 
ried on Millstone Hill was taken out this week 
at the quarry of the Wetmore & Morse Granite 
Co. The block measured 35 x 11 x 20 ft. It was 
split from the sheet with plug and foot hole drills 
und wedges. This is one of Barre’s famous light 
quarries. 

It may be of interest to the granite trade to 
note that in the forthcoming report of the United 
States Geological Survey, it is stated that the to 
tal value of the stone produced in the Unitec 
States in 1905 was $63,798.748.00. This total in 
cludes granite at $17,563,139.00; limestone at $26 
025,210.00; sandstone, not including grindstones 
and whetstones, at $8,075,149.00; marble at $7 
129,071.00. The total increase over the previous 
year was $5,023,033.00. Granite showed a gain 
of $371,660.00 marble $831,236.00: limestone. 
$3,846,246.00 sandstone bluestone 
a loss of $267,117.00 


been 


including 
showed 


J. B. Magnaghi, of the Magnaghi & Galli Co 
is on a three weeks’ Western trip among the 


retail dealers 

Giudici zood and 
their big shed is full of work, but like all other 
firms at this season of the year, most of the jobs 
are of ordinary size and yalue. This firm does 
a great deal of high class work during the busy 
season Among the work they now have under 
the hammer is a nice shaft monument. The shaft 
is 26 feet long and under it is a hammered con 
cave die, a second base and 
whole monument is 33 feet 
hammered work. 

Charles Marchesi & Co_ have moved from their 
quarters in the Leland & Hall shed to a portion 
of Giudici Bros.’ shed 

A. Bianchi, of Chas. Bianchi & Sons, is taking 
a trip of several weeks among the retail dealers 


Bros. report business as very 


bottom base The 


high and is all plain 


He 


i 


is also to visit his uncle, Joan Bien 

dealer in Buffalo, who is quite seriously ill 

E W. Carle is building an addition of 0 Tf 
to his cutting shed so that when completed 
will be about 107 feet long 

Moore Bros. & Brault are receiving plenty ol! 
orders for winter work and prospects are g00 
for the spring They are cutting one peculla 


i 


piece of work that probably stands alone in it 
peculiarity The latter consists in that there ar 
9000 sunk letters on The job is an annex 
0 a soldier’s monument and is au archway e 

trance. There are two pilasters resting upon 

econd base and bottom base for each bove i 
an arch cap with a keystone in the center an 


carving at the top 
high. The pilasters are square and 
the four each, and each surface is ¢vy 
ered with letters, there being 9,000 in all and 


sides of 


closest calculation gives it that there will be 
letter to every square inch of the polished I 
face. The lettering itself is worth more tha 


twice the value of the entire monument 

One of the 
to-day is that of Wells, Lamson & Co., 
management of Eugene who has 
at the head of the 
last June, both of the quarry and cutting plant 
When Mr manager of the bus 
there employed in th 
three tim 


most enterprising 
under 
Glysson, 
concern since one 
Glysson became 


were twelve cutters 
Now there are nearly 


hess 
cutting shed 
that number 
capacity, with lots of splendid 
ers to big mausoleums, shaft 
monuments. The quarry is in 
than it ever was before, and there is a grea 
chance to get out any size stone there on short n¢ 
tice. They delivered a large shaft in 


work, from marl 


1 


rough stock 


The archway is 8 ft. 8 in 


polished or 


and the plant is running to its full 


jobs and other big 


better shape now 


firms in town 


peen 


year ago 


recently inside of eight days after the order was 


received. In the cutting plant they are 
out, among other work, two large mausoleums 
two big shaft monuments, and some heavy 
phagus jobs. One of the shafts is 36 ft. 4 in 
and another one 28 ft. long. The former is an exac 
luplicate of the Silverson 
same firm 
10 ft. square, a heavily moulded second base 

coneave die 5 ft. 2 in. square by 5 ft. high, carve 
on the four lower corners and around the top. The 
shaft is all plain hammered and the whole monu 


sarco 


some time ago. The bottom 


getting 


long 


1 


j 


! 


1 


monument cut by the 


base is 


ment rises to a height of 44 ft The job goes to 
Cincinnati The 28 ft. shaft goes to Woodlawn 
N. Y. The bottom base is 9 ft. square, secon 
base 6 ft. square. The concave die is carved an: 
moulded around the top rhe shaft I 
2 feet 10 inches square by 28 feet 6 inches, ana 
the whole monument stands thirty-five fee 


high. One of the mausoleums is especially at 





tractive. It contains four catacombs. The inte- 
rior work is mostly marble, but the floor ana 
doors are in granite. In front are fluted pilasters 
and the door cap is lettered and carved. They 
are cutting an exceptionally large sarcophagus 
monument just now. The bottom base is 14x 


ft. 6 in. It is all plain hammered and moulded 

The Barre Granite and Quarry Co. are just In 
stalling a new Sullivan air compressor duplex 
with 680 ft. capacity. This will be in operation 
by the first of November. They nave reconstruct 
ed all their pipe system and have bullt a new en 
gine house adjoining the one which was already 
there. The new compressor plant furnishes pow 
er for their main quarry which the company op 
erates and also for the quarry on the same prop 
erty which they lease to other parties. 

A. Anderson & Sons have greatly improved the 
facilities of their cutting plant by the installa 
tion of a new derrick and 20-ton hoister made by 
the Smith, Whitcomb & Cook Co. 

Young Bros. and A. Anderson & Sons have just 
started up again their Pirie tool sharpening ma 


chine plant, which has been shut down since 
Young Bros. sold their old shed to L. G. Rizzi, 
The United States Quarries and Granite Con 


struction Co., of which J. B. Campbell, of Chi 


cago, is president, have bought the Calvin ‘I 
Bond property on Millstone Hill, adjoining the 
Bond & Whitcombs quarry, on which, It is un- 


derstood, that the company has an option of pur 
chase. The land purchased by the company is a 
small farm of about fifty acres on which is a 
farm house and farm buildings 

One of the best quarry prospects in Barre may 
be found at the quarry of Stephen & Gerrard, 
which lies near the famous Tayntor quarry, which 
has been owned and operated for several years 
iy the Jones Bros. Co. This quarry of Stephen 
& Gerrard was opened by them a little over three 
years ago and they are getting out now as fine a 
erade of light and m+dium stone as can found In 
Barre and there igs no quarry in Barre 
where the sheets lie in any more available po- 
sition. The shets are from 9 to 15 feet in 
thickness and run the whole length of the quarry 
in wonderful evenness. The firm has just got 
things into first class working order and are now 
able to get out rough stock to the I!mit of trans- 
portation, and it can be quarried at a minimum 
of cost. They have recently built a new engine 
house in addition to the old one, and installeg a 
complete new air compressor plant with a Laia- 
low-Dunn-Gordon compressor. They have put In 
a big new boiler, a new 50-ton Legerwood hoister 
and a new 60-ton derrick. The latter is one ot 
the best derricks on the hill The stick is 105 


feet high 
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Golda Douglass, office man at the Eclat Gran 
ite Co., and well. known among the retail deal 
ers as a former salesman, met with a serious ac- 
cident this week that came near resulting fatally. 
He was out hunting on one of the mountains near 
Barre. In climbing over a barbed wire fence his 
shot gun was accidentally discharged and a part 
of the charge of B. B. shot struck him in the 
right leg just above the knee, inflicting a very 
painful wound. He succeeded in reaching home 
inaided, however, and was taken to the hospital 
where the wound was dressed. No permanently 
serious results are anticipated, although he will 
laid up for several weeks, 

James Ahern, the well known granite tool man 
has discovered a proposition that means a good 
deal to him and to the trade as well. It is a new 
surfacing joint that will, under no circumstances 
break off. They are absolutely warranted in this 
respect, and Mr. Ahern guarantees to replace any 
that do break off. They are meeting with great 
success and Mr. Ahern is receiving many orders 
for them from all parts of the country 

C. W. McMillan & Son have got a lot of nice 
work in their shed, including a large number of 

lished and carved jobs. The big sarcophagus ana 
canopy jobs mentioned in a previous issue are 
fast nearing completion, and the customers who 
receive them will be astonished at their elegance 
Some of the carving on the sarcophagus has nev- 


er been éxcelled in Barre. The firm has been 
making a special run for several months on @ 
round carved design, No. 155, and have cut a 


large number of them. It has proved to be one 
of the most popular designs they ever produced, 
and their customers report that it is a very sala 
ble stock job at any time 

E. Abbiatti @ Bros. find business holding up 
very satisfactorily. Mr. Fagan says the only kick 
they have is in regard to the difficulty of getting 
cars to ship their finished work in. Mr. Fagan 
he has got about $3,000.00 worth of work 
that has been boxed for nearly a month, waiting 
for his order for cars to be filled. 

Rizzi Bros. are building an addition to one of 
their sheds and raising it up for genera] repairs. 
They are just loading their Rock of Ages job for 
Brooklyn and also shipping to Fort Wayne, Ind 

duplicate of the spire job which they cut of the 
St. Louls Exposition, A very attractive dle mion- 
iment is nearly cOmpleted. The die weighs about 
fifteén tons. It is rock face with polished Ger 
man letters raised, and on the face of the die a 
urge laurel wreath around a circle in which 1s 
o be set a bronze medallion 


says 


Jonés Bros. Co. have recently opened a new 
quarry just north of their Tayntor quarry. The 
writer recently saw some of the finest breaks 
there that he ever saw in Barre granite. Some 


locks about 10 or 12 feet long and about two 
feet Square were broken lengthwise just about 
as smooth and straight as though tney had been 
Sawad. 

Mr. Williams, a dealer from Richmond, Ind 
has been in town this week visiting the trade. 

The Consolidated Quarries Co. are installing a 
new Sullivan Air Compressor 

The Sullivan Machine Co. have just installed a 


ig air compressor for McIver & Matheson at 
heir quarry. 
D. K. Lillie has nearly completed the erection 


of his new shed at Montpelier and has purchased 
big Sullivan air compressor to be installed at 
once. 

Smith Bros. Granite Co. are employing more 
men at the present time than ever before in the 
history of the business and are turning out a 
high grade of work. Among the excellent monu- 
ments nearly ready for shipment is a canopy joh 
for a firm in Poughkeepsie, N. Y There are 
three bases, the third one carved. Above this are 
four columns, each a cluster of three, and beau- 
tifully carved. Upon these rests a beautiful can 
opy, heavily carved and moulded. This is sur 
mounted by a carved plinth upon which are to be 
Placed two marble statues. 


Enjoyed Their Stay While Here. 

Wm. Barclay Donald, the granite dealer of 
Hardwick, Vt., was in town a few days recently 
He had Mrs. Donald with him. They combined 
business, shopping and plezsure and went home 
thoroughly satisfied with their trip 


A New Ten-Story Building for James McCreary & Co. 
The new ten story building of James McCreery 


& Co., on Thirty-fourth street opened its doors to 
the public on October 9 


QUINCY, MASS. 


Quincy, Mass., October 29.—Business in the 
city’s staple industry assumed a peculiar phase 


during the month just passed A canvas of the 
manufacturing district found some manufactur 
ers rushed with work, while a few were surprisea 
at the sudden slump trade had taken. This 1s 
noticeable at this time of the year, particularly 
as the present marks the between-seasons period. 
Those that were in a quandary the early part of 
the month are at present experiencing a reviva: 
in their business, and the winter promises well 
The quarries are rushed, stocking up the essen- 
tial in the local yards, anticipating the rigors of 
a New England winter. 

Edward D. Marnock, of the firm of A. Marnock 
& Co., has taken another partner in the person of 
Miss BE, Gertrude Smith, whom he married Octo 
ber 3. Mr. and Mrs. Marnock were the recipients 


of many gifts and well wishes for their happs 
wedded life They are residing on Bennington 
Street, South Quincy 

Robert Cantley, of turning and round work 
fame, recently returned from a successful bus! 


nies trip to Greater New York 
James N. White & Sons, after keen competition 
have been awarded the contract for soldiers me 


morial at Webster, Mass. Their design won out 
amorg several competitors. The monument will 
be a pretentious affair, constructed from Barre 


granite. and will stand 40 feet high. The memo 


rial will stand on plot 18 feet square, and its 
component parts will be four-base die, plinth 
shaft plinth and cap, with a plain plinth as a 


pedestal for the color bearer. There will be five 
bronze figures, and four bronze panels, contain 
ing about 360 names of those who died to defend 
the Union. The figures, four of which will en 
circle the monument on projected pilasters at 
the base of the die, will represent the following 
Infantry man at parade rest, sailor at parade 
rest, an artillery man, and dismounted cavalry 
men. The color bearer at the top of monument 
will also be of bronze, and with staff will stand 
over 8 ft. 6 in. in height There ll be two bronze 
eagles on the front and rear of the monument 
Four Quincy granite balls, highly polished, will 
havé a conspicuous place on the monument. Mr 
White will place his order for stock immediately 
and expects to have the mammoth monument 
completed and set up by Memoria] Day, 1907. His 
yard is the busiest in the city. Rock Propucts’ 
representative was shown many costly memorials 
in process of construction from local and Wester- 
ly granites. Chief among the latter is the Quinn 
memorial, to be erected in Calvary cemetery, Bos 
ton. The design is after the Scipio sarcophagus 
now in the Vatican museum, and recently fllus 
trated in Rock Propverts 

Benjamin H. Warren, one of the leading me 
chanical engineers of the world and a former off 
cial of the U. S. Navy, was buried in Mt. Wol 
laston cemetery, this city, on the morning of Oc 
tober 25 Mr. Warren died suddenly of apoplexy 
in a hotel in New York City on Saturday, O 
tober 20 Funeral services were held in the 
Church of the Incarnation there Wednesday, Oc 
tober 24 

Secretary Shaw, of the Treasury, recently de 
cided that the interior finish of the new custom 
house in New York, shall be of marble instead of 
plaster. The change will add $2,000,000.00 to the 
cost of the structure. This should be good news 
to Vermont, Tennessee and Georgia marble peo 
It ought also be an incentive to local gran 
ite men, quarry owners in particular, to lend their 
aid to Congressman McNary, of the Tenth Mas 
sachusetts Congressional district, of which Quin- 
cy is a part, who is using every endeavor to have 
the new public buildine of this city, constructed 
from Quincy granite. The matter was broachea 
in last month’s number of Rock Propvcts, ana 
impetus should be given to the praiseworthy 
movement. Congressman McNary can not do it 
alone, but with help and backing of local granite 
men. the building would be constructed from the 
home product and conform with the present City 
Hall and Adams Temple, which are adjacent to 
the proposed site, recently purchased by the gov 
ernment. It seems to be a proper movement for 
the Manufacturers’ Association to further to a suc 
cessful issue 

Patrick Driscoll, of the Merry Mount 
Co., was on a business trip through New 
and Pennsylvania during the past month 

William Richards, the well known 





Granite 
Yor! 


draughts- 


man, is back in his Hancock Street studio after 
several months’ stay in Zanesville, Ohio. 

Robert Cantley is the busiest of busy granite 
men in the city. To recite the work on the lathes 
at his mammoth turning plant would make a 
long story \ few to bear more than passing 
mention are Twelve all polished Quincy gran 
ite columns for the exterior of a New York build 
ing; six are over 13 ft. and another six slightly 
under 13 ft. in height. All twelve are 2 ft. in 
diameter. He is also at work upon 100 balusters 


tor New York parties turned from Booth Bros 
Maine granite Another job is four nice co 
umns, caps and bases over 16 ft. high by 2 f. 6 


inches from North Conway pink granite, all pol 
ished to grace the Hoffman House, New York. 

These with urns, balls and vases, and a round 
monument for New Jersey parties, makes up the 
list of this busy plant. Mr. Cantley will remain 
in his quarters for the winter, but will 
build a large addition to his South Quincy plant 
in early spring 

William T. Spargo has nearly completed a large 
monument, which, for size and workmanship, will 
excite deserved commendation. The writer re- 
fers to the Schiller-Heine memorial which will 
adorn a public square in Cleveland, Ohio. The 
monument is the gift of German citizens of Cleve 
land and the all polished extra dark Quincy gran 
ite (Field & Wild stock) will be surmounted by 
the bronze statues of the German 


pi esent 


elebrated 


poets. 
The mopvument proper as is carefully worked 
by Mr. Spargo, consists of three bases, die, friezes 


base is 17-83 x 16-8 rhe 
die 8-11 x 5-11 x 3-8, weighs fifteen The 
entire monument will be highly polished, the 
frieze and cap necessitating the painstaking task 
of hand polishing. The monument, independent 
of figure, will be 12 ft. high and will be an adorn- 
ment and credit, not only to the Western city but 
to Quincy and its successful manufacturer. 

D. F. Fitzgerald, the well known West Quincy 
manufacturer, reports a busy season He con- 
templates a large addition to his already large 
plant in early spring. The new boulevard whicn 
connects Boston’s superb park system with the 
Blue Hill reservation, runs close to his plant 
Mr. Fitzgerald intends to arrange a nice show 
yard on that part of his property which skirts 
the boulevard. , 

Superintendent Jones, of the 
Turning Co., has no 
outlook fer his plant 
ing and turning, is 
granites. One contract 


and cap. The bottom 
tons. 


Column 
at the 


Quincy 
complaint to enter 
Every lathe, both polish 
upon work in various 
ealls for ten columns In 
Deer Isle, Me., granit« 1344 ft. in height and 1-19 
in diameter, for a church in Montcalm, New Jer 
sey. These will be polished. There are numerous 
local jobs to be attended to: also a column 18 x 3 
ft.. from Deer Island granite, for a Boston firm 
toger Murphy and Patrick Igo, two practical 
granite men, have purchased the Bishop plant 
opposite the Quincy Adams Station, and will man 
ufacture for the wholesale trade. The sheds are 
admirably located and thoroughly equipped. 
Loca] granite men should arouse themselves to 
the fact that in 1907 there is to be an exposition 
at Hampton Roads, Va. to commemorate the 300t} 
inniversary of the first English settlement on the 
American continent, that of Jamestown. Already 
the State of Massachusetts has taken cognizance 
of the fact and a commission has devised that the 
famously historic Old State House, at present 
standing at the head of State Street, Boston, shal! 
be reproduced there in all its colonial simplicity 


busy 


Aside from the upper chamber, which shall house 
he Bay State’s historic relics, the entire building 
ll be given over to the display of wares anda 


products of Massachusetts It therefore 
the Granite Manufacturers’ 
city, to engage liberal space 
the town’s staple product 
in machinery, the 


behooves 
Association, of this 
therein. so as to boon 
With the improvements 
increase of polishing and turn- 
ng the trade has experienced « 
the World's ‘ 
play could be arranged at short notice 
facil‘ties better for affairs 
A fleet of steamers make tri-weekly 
Boston and Norfolk. Va.. so that 
lisnlaved ould eo fre ehted there wit? 
and without handlings. Roc+ 
Propucts. ever alert to the local granite men’s in 
terests. will aid the 


nee the exhibitio 
Fair in Chicago, a flattering dis 

The trans 
portation 


of its kind 


were never 
trips betw een 

‘ urti les 
little cost several 


endeavor in 


every manner 
ompatible to its mission. The attendance at the 
Fair promises to be large It can not be dented 


that Southerners, with their local pride, will add 


every impetus to the Fair’s success. 
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J. S. Matthews, over on Giencoe Place, was su- 
splitting of an eight-ton block Of 

granite Rock PRopucTs’ re 
called He reported a 
and Westerly granites, 
ery hope of business holding 
the balance of the year. 

It is customary of 


perintending the 
dark Quincy 
resentative 

both in local 


when | 
season 
and had ev 


with him for 


busy 
good 


late to have local manufac 


turers keep in touch with greater New York mar 
ket in person. During every month several jour- 
ney to the Metropolis and generally return with a 
bunch of orders. 

The First Congregational church, or Adams 
stone temple, was opened for public service, Octo 
ber 28, after being closed for several months, dur 


ing which a number of improvements have been 
made in the front of the church. There have also 
been placed on the front wall, on either 
the pulpit, and close to the mural tablets 


side of 
dedk a 


ted to Presidents John and John Quincy Adams 
two tablets of Italian marble and caen stone. dedi 
cated to Col. John Quincy, for whom the city is 
named, and Hon. Charles Francis Adams, minis 
ter to Great Britain during the Civil War 

The tablets were presented to the church °by 
Hon. Charles Francis Adams, son of the Charles 
Francis Adams to whom one of the tablets is 


dedicated, and a descendant of Col. John Quincy, 
whose name is commemorated on the other tablet 


The top of the tablet, dedicated to Col. John 
Quincy, bears the coat of arms of the Quincy 
family, and the family motto: “Sine Macula 
Macla.” This tablet is inscribed as follows 

In Memory of 
COL. JOHN QUINCY, 


of Mount Wollaston. 
the North Precinct of Braintree, in 
He there died July 13, 1767. 

A Prominent Public Man of the Provincial Period, 
Twenty-eight years representing Braintree in 
the General Court of Massachusetts Bay 
And Speaker of its House of Representatives 
From 1727-1741 
Colonel of the Suffolk Regiment 


Born in 1689 


And Long a Member of His Majesty’s Council 
In His Honor This Town of Quincy was 
Named 1798. 

The tablet to the memory of Charles Francis 


Adams jis placed near that dedicated to the mem 
ory of his illustrious grandfather, President John 
Adams, and is inscribed as follows: 


Charles Francis Adams, 
1807-1886 
Legislator, Publicist, Diplomat 


Insistent for Freedom 
Throughout the Great Civil 
Minister of His Country 

At the Court of Great Britain, 
He There Sustained Its Cause 


War 


1861-1868, 
He Served as its Representative 


Geneva Tribunal, 
1872. 


In the 


J. S. Swingle, known to the trade as “the extra 
dark man,” has added to his present quarry hold 


ings in West Quincy. Final papers were passed 
about two weeks ago between him and Pres. King 
of the Quincy Quarries Co., whereby he comes 
into possession of about twenty-seven acres of val 
uable quarry land near his present extra dark 
quarry. Prior to the purchase, Mr. Swingle was 
hard pressed for room for the disposal of grout 
So vexatious was the problem that he had only 


one alternative and that was to buy the land sur 


rounding his present possession Negotiations 


were commenced at once with the result that Mr 
Swingle is now sole owner of the most valuable 
quarry land in the Western Hemisphere Besides 


undeveloped quarries, he comes into possession of 


Berry Bros. quarry, which has not been worked 
for several years. During its operation some ex- 
cellent granite was mined here and Mr. Swingile 


promises to develop this quarry upon a scientific 
basis. Improvements continue apace upon and 
around his present extra dark quarry A large 
Ingersoll-Rand air compressor has been installea, 


also a new 150 h. p. boiler from Robb-Mumford, 
South Framingham, Mass. The latter is brickea 


in and the entire machinery will be properly 
housed prior to the advent of unsettled weather 
Mr. Swingle is not the only quarry owner who has 


had to contend with the grout situation As It 
presents itself to-day, the perplexity of disposai 


becomes graver. Millions of tons of granite unfit 


for monumental use are thrown over the quarry 


bank until every available foot of present hold 


ings is being taken by the waste 
The Merry Mount Granite Co. have recently 
purchased a large tract of quarry land on tne 


North Common and adjoining their present quar- 


ry. The property includes the Craig & Richards 
quarry, which, when worked several years ago, 
produced an extra dark granite. The property 


the Quincy Quarries Co. 

of Trenton, N. J., visited the trade 
the month just passed 

shipments of rough and finished granite 
the month of September amounted to 15, 
740,390 pounds. Same was distributed as follows: 
West Quincy, including the Quarry railroad, 10,- 
674,510 pounds; Quincy Adams, 5,165,880 pounds 


was sold by 
E. E 
during 
The 
during 


Seville 





Schneider Granite Cr. 

The Schneider Granite Co., whose general offices 
are in the Fullerton Building, St. Louis, Mo., are 
the earliest producers of the well known Missourt 
red granite. This company was established in 186y 
by Mr. Philip N, Sehneider, and incorporated in 


1890, and Philip N. Schneider was president until 


the time of his death, which occurred July 7, 1905 
The firm is now composed of S. Schneider, pres! 
dent; R. P. Schneider, vice president; B. Schnel 
der, secretary, and John H. Brod, Jr., manage! 
The quarries are located at Graniteville, Iron 


which is about 80 miles south of St 
Louis, on the Iron Mountain Railway 

Missouri red granite is too well known to 
any introduction at this late day, as some of the 
most imposing and dignified public and private 
buildings have been built with it, and it Is recog 
nized as one of the standard granites of the coun 
try It is a brilliant red in color, shading to a 
soft pink. It is fine in texture, has a high crush 
ing strength, is capable of the highest polish and 
wherever used has given entire satisfaction 

Few granites have the test of time as 
well as the Missouri Both as a building and 
monumental has no superior, and its 
steady growth in popular favor is ample evidence 
of its true worth 


County, Mo., 


need 


stood 
red 
stone, it 


One of the first jobs erected with this granite 
was the piers of the famous Bad’s Bridge at St 
Louis, one of the greatest bridges in the world 
The custom houses at St. Louis, Cincinnati ana 
Memphis, have all been erected with Missouri red 
granite; also the statehouse at Springfield, II1., 
the Traction Building, at Cincinnati; the new 
Washington University buildings at St. Louis, anq 


the St. Louis new city hall. Twelve polished col- 


umns of this granite were used in the celebrated 


Flood Building at San Francisco. These columns 


are among the largest and finest granite columns 


in the country In the recent great conflagration 
that citv. three of these immense columns were 


being replaced from 


in 
badly injured and are 
the Schneider quarries. This company is at pres 
ent furnishing the granite for the new buildings 
being erected at the Washington University at St 
Louis. 

In addition to furnishing building and I 
mental stone, the quarries have a capacity of 3,500 
tons per month of crushed granite and annually 
turn out upwards of 500,000 paving blocks, many 
of which have been used in St. Louis. Some of 
the first ever furnished being still in use and prac 
tically as good as ever, as the strength of resist- 
ance of eranite is something remarkable 

A gigantic mausoleum has been erected for Ph 
N. Schneider, late president of the company, 1p 
one of the cemeteries in St. Louis, out of granite 
from these quarries. It is a magnificent piece of 
work, 25 x 25 ft. and about 20 ft. high, and con 
taining eighteen catacombs and two polished gran 
ite sarcophagi, finished on the interior with Ital 
ian marble. Some of the roof stone weighs about 


25 tons Total $40,000.00 


now 


monu- 


this 


cost about 


One of the notable jobs now being turned out 
is a drinking fountain 6x6 by 4x7, with a dle 
{-6x2-3. This fountain is being presented by ex- 


Francis, of Missouri, to his 
birth place, Richmond, Ky. In the crusher plant 
they are at present operating two No. 4 Gates’ 
crushers and are shipping crushed granite ™% inci 
to fine into St. Louis for the making of granitoid 
pavements, which are being used quite extensive- 
ly in that city. 

Their cutting sheds are immense structures and 


Governor David R. 


a complete machine shop is maintained. The 
granite spalls are conveyed to tne crushers by 
means of a tramway operated by cable. They 


have four large dump cars and six smaller dump 
for this purpose. These were all manufac 
tured by the Western Wheel and Scraper Co., at 
Aurora, Ill. 

The capacity of these quarries Is unlimited, one 
opening being 50 ft. in depth, and from this quar 
ry much of the finest stone is being secured. The 
deeper these quarries are worked, the darker the 
stone, and the stone from this quarry is the dark- 
est yet secured, and is susceptible of an extremely 


cars 


high polish. The stone is found in an almost 
solid mass and runs very uniform in color and 
texture, although darker at the bottom. This 


dark stock is very much in demand for monumen 


(Continued On page 37.) 
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CUT STONE AT BUFFALO. 


(Continued from Page 3.) 


Mr. Kebr has just secured the contract for the 
cut stone work on Father Baker’s Children’s 
Home, two buildings to cost in the nelghborhooa 
of $100,000.00. The 
to about $13,000.00. 


ut stone contract amounts 


) 








DELAWARE PARK BRIDGE, BUFFALO, N. Y 


The handsome Unitarian Church on Elmwood, 
corner Ferry Street, was erected by Mr. Kehr, 
also the splendid North Presbyterian church at 
Other big 


buildings that stand to his credit are the Erie 


Utica Street and Delaware Avenue. 


County Savings Bank, a picture of which appears 
herewith. It is a magnificent structure recog- 
nized the country over as one of the finest of its 
kind on the continent, the Bank of Buffalo, an- 
other model structure, the Evening News build- 
ing, and the Foster residence on Delaware AV 
enue, 

“There are many fine stone buildings in Bulfa 
lo, and still the cut stone industry here is far 
from what it ought to be,” said Mr. Kehr ‘We 
are handicapped in many ways, especially when 
it comes to shipping our product. Until] these 
conditions are made better the business will nev- 
er be what we would see it.” 

Mr. Kehr has one of the finest equipped planers 
in the city. 

Queen City Cut Stone Company. 

Another large cut stone yard in Buffalo is that 
of the Queen City Cut Stone Co., 94 to 104 Good- 
rich Street. The president of the company is W. 
Miller, the superintendent is B. Bauer, and the 
treasurer J. Baumeister. They bave been doing 
business about fourteen years. 

The company has two derricks in its yard anda 
keeps about thirty men busy constantly. It uses 
Indiana limestone, Ohio sandstone, Medina stone, 
Queenston limestone and some native limestone. 
The Maltby’s saw most of their limestone, but 
nearly all their hard products are cut at the 
quarries. 

This company had the cut stone contract on 
many of the manufacturing buildings erected 
here the past year or two. These include the 
Buffalo Weaving and Belting Co.’s plant on 
Chandler Street and the Buffalo Overall and Pant 
Co.’s plant on South Division Street. It is doing 
the work of the big Spaulding office and store 
building on Main Street, and also on two of the 
city’s big Catholic churches, now under process 
of erection—St. Stanislaus church on Pechham 
Street, and the Church of Corpus Christi in East 
Buffalo. They are now putting into the tower of 





the first named church four cap stones that will 


weigh each four tons 
Ball & Wittig. 

This company has been doing business in Buf- 
falo about ten years rhe members of the com 
pany are Jacob Ball and Frank Wittig, and they 
do general contracting in the cut stone line. Their 
Office and yard are on North 
Ellicott. 

The yard is the fourth inrgest in the city. They 
employ about fifteen men The company has a 
commodious cutting shea and a modern derrick 
but do no sawing 


Street, corner of 


“We confine our work largely to local con 
tracts,” said Mr. Ball to a representative of this 
journal “We use Indiana limestone, Ohio sand 


stone, Medina stone, native limestone and Queens 
ton limestone. We do no marble or granite work 
Owing to its cheapness there seems to be more of 
a call here for Ohio sandstone than anything 
else.” 

This company is at present doing the stone 
work on the new Hungarian church at Black 
Rock, and also on a school building in the same 
section It had the contract for stone work on 
the Clark Street Convent, the St. John the Bap 
tist school, Public School 58, the Lutheran chur 
on Northampton Street, and scores of other jobs 

Star Cut Stone Company. 

The Star Cut Stone Co. has an office and yara 
at No. 215 Oak Street, and does general contract 
ing and deals in all kinds of cut stone. Joseph 
Catozzi is at the head of the company 

“We use more Ohio sandstone than anything 
else of the kind,” said Mr. Catozzi, when seen by 
the representative of Rock Propvucrs. “I use con- 
siderable Indiana limestone, and of course quite 
a bit of Buffalo stone, quarried in the city limits 
I employ as high as thirty men, when [| have a 
big job on.” 

This company had the contract for the Blocher 
Home at Williamsville, a suburb of Buffalo. This 
institution, a “Methodist Home for the Aged,” 1s 
one of the finest of its kind in the State rhe 
material used in its construction was suffalo 
limestone. 

One well known cut stone man told our repre 
sentative that in his opinion terra cotta is doom 
ed to be shelved in Buffalo before long. “It has 
been losing ground steadily since the Pan Amer 
ican Exposition and the natural rock products 
are taking its place,” he said. 

One of the finest cut stone buildings in the 
State is the Buffalo postoffice. But this job was 
done by an out-of-town concern known as Plerce 
a government contractor 











ERIE COUNTY BANK BUILDING, BUFFALO. N. ¥ 


To anyone who makes an observation of the pres 
ent conditions of the cut stone trade in Buffalo 
that the many substitutes which are now on the 
market for the once popular cut stone have ma- 
terially effected the cut stone business in many 
lines. Some years ago, before the use of concrete. 
etc., the cut stone business was very good in Buf 
falo, and there were many firms here exclusively 





nterested 1 this p At the present time 
there are comparative very few men who are do- 
ing much in this r n this city In the words 
of one of the dealer Cor e and the many oth 
er materials whi i now used so largely in con 
struction w ve ) e bottom out of the 


stone industry Things have changed in this 

ne in the ist few years and there are few of 
rd ulers who i he business.” 
There are, of course me who are still engaged 
in han I ! I lu 1 in most instances, 
uu will find that these men are also handling 
ick or cor eo ymmething else \ vast pro 
portion of he bu s which have been recently 
erected in this city as well as those which are in 
process of ection a time have used little, 
if any, cut ston In almost every instance, brick 
r concrete e to be four Perhaps it might be 
said that this decrea is noticed more particularly 
in the cheaper grades of construction work. There 
ire still several dealers here who are engaged in 
cutting marble and granite for very high class 
work such as mausoleum and monument work 
The Star Cut Stone Co whose office is at 215 
Oak street, reports that they are doing a very good 
business in small contract work Their yard is 
well stocked with flagging and it stone of all 
kinds They have completed a contract to 
furnish stone for several buildings which are now 
being erected in ifferent parts of the city 
Among these are contracts for 2 large store and 
flats on Seventh street and an apartment house 
on Court street Ch firm has only been doing 


st and they state that 
their success has been very gratifying 

McDonnell & Sons, Buffalo's 
dealers in rough and cut stone, state that business 
is much better at the present time in their lines 
than it was summer although they 
are not doing as much this year as ordinarily 
Most of their work at present consists in filling 
orders which should have been shipped some time 


business for two years pa 


biggest wholesale 


ago but, owing to the great scarcity of cars, they 
inable to make their shipments until 

now Their work is largely contracts taken out 
side of Buffalo and consists, to a great extent, in 
heavy monumental jobs Among their largest 
orders to be filled the coming year are the Craw 
ford mausoleum for Terra Haute, Ind the Kaul 
mausoleum for St. Mary’s, Pa the O’Brien mau 
soleum for Indianapolis: and the F. C. M. Lautz 
mausoleum for Buffalo 

The Queen City Cut Stone Co., 94 to 104 Good- 
rich street, are doing a nice business in this city 
Their yards are generally kept supplied with al 
kinds of cut stone which are in demand and they 
make it a point to keep their prices as low as any 
They do a great deal of small job work together 
with many construction contracts 

Ball & Witting are busy with several construc 
tion jobs about the city, some of which will not 
be completed before snow flies. In their yards at 
North and Ellicott streets, they are carrying a good 
sized bunch of cut stone of all kinds and dimen 
sions, most of which will be used to draw on for 
their winter trade 


have been 


——— 

William Tar, of Washington, Pa., one of the old- 
est stone masons in the state, died October 11, at 
the age of 81 years 





Charles F. Brown & Son, stone contractors at 
White Plains. N. Y., have had some labor trouble, 
but the men have all gone back to work 


— 


There seems to have been some color conver- 
sation as to the new granite going into the county 
huilding at Chicago, but Commissioner Bartsor 
called the attention of the aldermen to the fact 
that he had nothing to do witb the color. 

The Spalding-Hossford Co., of New York, has 
organized with a capital of $40,000.00. The in- 
corporators are S. K. Spalding, P. Hossferd and 
H. Newberg 

Boise, Idaho, is to have a new capitol building 
constructed of granite and sandstone. The bids 
for furnishing same in 120 days were by L. P. 
Kieldson, $55.165.00; Murphy, Story & Co., $49.- 
550.00, work to be completed in eight months 
Welch’s Quarry, in Butte, Mont., quoted $5,412.50, 
and the Washington Monument and Cut Stone 
Co., of Seattle, $6,750.00, f. o. b. shipping point 
for the cut stone work Bids were not let owing 
to the fact that the Capitol Commission had not 
decided on the kind of granite d 


lesired 
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Jewish Temple Dedicated. 


The Congregation Adath Israel, Louisville, Ky., 
which in point of size is the eighth Jewish con 
gregation in the United States, dedicated their 
new temple on September 7, 8 and 9, with impres 
sive ceremonies in which many notable Hebrews 
participated, The beginning of the movement 
looking toward the erection of a new temple in 
Louisville extend back for a number of years, but 
it was really in 1904 that it took definite shape 
and a competent committee was placed in charge 
of the matter of financing such an undertaking. 
This congregation was first organized about 63 
years ago and since that time have had three 
different houses of worshiip, each marking an 
epoch of progress over its predecessor until the 
completion of the present sumptuous edifice which 
has just been dedicated 

In October, 1904, the plans and _ specifications 
as designed by Messrs. Kenneth McDonald and J. 
F. Sheblessy, architect, of Louisville, Ky., were 
accepted and the general contract for the erection 
of the building wes let to W. H. Bailey in May, 
1905, with the agreement that the work should be 
completed within one year. The splendid lines 0! 
the architects are better expressed in the repro 
duced photograph which appears on Page 27 of 
this issue than any mere words could express 
Perhaps, it can be truthfully said, that this is the 
most splendid sacred edifice to be found in the 
South when its artistic balance and classic beau 
ty are taken into consideration in conjunction 
with the rich materials that have been employed 
in its construction. 

One feature of the new temple deserves special 
remark, the auditorium is lighted by 15 large win 
dows, three rise from the rear balcony and three 
from each side balcony. They extend almost to 
the ceiling height, and are of most beautiful and 
impressive design. On either side, below the bal 
cony and beginning about four feet from the floor 
line, are three full-sized windows. 

At present they are filled with beautiful stain- 
ed glass, which, however, is intended to be tem 
porary. The plan is that members of the congre 
gation shall endow “memorial windows” perma 
nently to occupy these spaces. Two of these per 
manent windows are already in place, one repre- 
senting “Moses” erected by Mrs. Rosina Bloom 
to the memorv of her husband, Nathan Bloom 
The second portrays “The Mission of Abraham,” 
and is erected in memory of his parents by Mr. 
Samuel Grabfelder, who is now a resident of 
Philadelphia, Pa. 

The various committees who have had charge 
of this great undertaking, every member of the 
congregation and in fact the citizens of Louisville 
at large, are to be congratulated for the uplifting 
sentiment expressed in the graceful house of 
Prayer that the Hebrews of the city have dedicated 
to their ancient faith. The Congregation Adath 
Israel has most excellently served the Jews of 
Louisville and no doubt under the wise and cour 
ageous leadership of Rabbi H. G. Enlow will con- 
tinne to advance their cause. 


Expositions the Architects’ Mecca. 


The Jamestown Exposition is now the focus of 
greatest interest for the development of advanced 
idéas in architecture. Each of the state buildings 
as well as the buildings of the exposition proper 
will throw wide open the portals for latent gen- 
ius whose lamp burns in the bosoms of American 
architects. Perhaps, the most beneficial and last 
ing- result that comes from national expositions 
of this character is the progress in architectural 
study expressed in actual experimental or tempor 
ary buildings, beside which no attempt in min 
iature models or prospective drawings can com 
pare. It can not be denied that the World's Fair 
at Chicago, the Pan-American Exposition at Buf- 
falo and the Universal Exposition at St. Louis 
have had a great influence in bringing about the 
enormous construction era now in progress in 


this country. Then, further, the thought develop 
ed in these expositions is being effectively express 
ed in the splendid commercial buildings now be 
ing completed or in course of construction. The 
question from the architectural point of view is, 
what can be developed at the Jamestown Exposi 
tion that has not already been exploited, com- 
pleted and so become fully known to the artistic 
world. Most of the rumors that are afloat at the 
present time seem to indicate that the purely 


American style we call “colonial” will predomi- 


nate as far as the state buildings are concerned, 
but of the exposition as a whole there can be no 
doubt that many models of permanent value will 
he developed. 





Wisconsin’s New Capitol. 


Mapison, Wis., October 6.—The new Wisconsin 
State Capitol will be one of the finest State build 
ings in the United States. It will be a four story 
granite structure surmounted by a large and 
graceful dome. The form will be that of a St. 
Andrew's cross, with all the wings of equal length 
and area, and it will be set diagonally in the square 
with wings pointing to the points of the compass 
and to the diagonal streets terminating at the cor 
ners of the park. 

The building will have an extreme length from 
north to south and from east to west of 420 feet 
The width of the wings will be 120 feet. 

Features of the design are the entrances, there 
being one on the ground floor at the end of each 
wing, with a continuous and uninterrupted vista 
entirely through the building at the inner angles 
of the cross. These enter on the principal floor 
through curved porticos surmounted by half 
domes. They land directly in the rotunda, from 
which four grand staircases ascend to the secon:! 
floor. 

Under the outer terrace of steps leading to these 
entrances are the carriage entrances, so arranged 
that they will be reached by a straight drive 
from the four avenues 

The rotunda, reaching from the ground floor to 
the top of the dome, will be 84 feet in diameter 
and 186 feet high. Its walls and openings will be 
embellished with columns of marble and granite, 
and constitute a grand architectural composition. 
The exterior diameter of the dome is 102 feet and 
the height from ground to top of statue on top is 
276 feet 

The capitol will rest on a terrace raised several 
feet above the surrounding streets and enclosed 
with a stone balustrade. The sides of this terrace 
will be parallel with the streets encircling the 
park. 

On the ground floor will be the minor and ap- 
pointive offices; on the principal floor the elective 
offices and on the second floor the Assembly and 
Senate chambers and the Supreme Court room. 
There will also be a lecture hall and memorial 
rooms. 

Architects of the building are George B. Post 
& Sons, of New York, who were selected in the re- 
cent competition for this commission. 





Great Railroad Office Building. 


BaLtTiMoRE, Mp., October 27.—The most impos- 
ing railroad office building in the world is the one 
just completed for the Baltimore & Ohio Railroad 
Co., in this city. The building is in the form of 
the letter “H” with the opening between the sides 
of the “H” for the front entrance, this scheme 
giving the maximum amount of light for the floor 
space enclosed. Absolute fire-proof construction 
is used throughout. . The first three stories are of 
fine granite, and the remaining ones of Indiana 
limestone. The exterior shows a dignified facade 
The windows of the massive first story are high 
and arched, and the large court space in front 
of the principal opening gives the opportunity for 
the magnificent doorway, bordered on either side 
of its arch with bronze lamps and surmounted 
with heroic figures of stone representing Mercury 
and Progress. 

The corners of the four wings have been cut off. 
or chamfered, to give a highly artistic effect. 
Doorways will enter these chamfers on the first 
floor and will make the entrances into the city 
ticket office and other offices convenient to the 
public. 

The building covers four acres of ground, is 
fourteen stories high and cost upwards of $3,000,- 
000.00. All of this work was completed within 
a few days over a year and it leaves nothing to be 
desired in the way of office luxury, floor space and 
equpment for the two thousand employees of the 


great road, which will have in it their business 
homes. 

All the floors with one or two exceptions are of 
cement and all interior doors of glass and copper, 
making absolute fire-proofing. All the windows 
have metal frames with protective windows of 
wire glass inside the ordinary plate glass. There 
are ten elevators with a maximum speed of 400 
feet per minute. A refrigerating plant and two 
fountains in each corridor will furnish abundant 
drinking water for the building. A complete sys- 
tem of vacuum cleaning has been installed, and 
fire plugs and hose are on each floor. In a word 
nothing has been omitted, and no expense has been 
spared in the attempt to make this the most up 
to-date office building in the world. 


Will Build Fine Office Building. 


William Scully, Thomas Scully and Frederick 
Trapp intend to erect a magnificent stone and 
iron building at Lincoln, [ll., to be the offices of 
The Lincoln Estate which is valued at $50,000.,- 
000.00. No definite plans are yet under consid 
eration nor has the architect been selected, it is 
said these parties mean to have something at 
once, Original in design of exquisite taste and rich 
materials. 


Interior to be Marble. 


WASHINGTON, October 26.—It has been decided 
by Secretary Shaw that the interior finish of the 
new Custom House at New York sh2ll be of mar 
ble, instead of plaster, the idea being to make the 
structure first class in every respect 

An allowance of $2,000,009.00 has been made for 
the marble 





Plans for a magnificent country house near 
Bedford, N. Y., for former Mayor Seth Low have 
just been completed by Architect Grosvenor At- 
terbury. It will be of stone and brick and will cost 
about $85,000.00; it will be finished early next 
spring. The grounds comprise two large farms 
Mr. Low’s home will be one of the finest estates in 
the country. 

The house will be patterned after the old En- 
glish manor type, with low roof, great halls and 
big open fireplaces. The immense stock barns 
are to be built around an inclosed stone wall 
court, 





Francis H. Gilbert, the well known New York 
architect, is in Europe. He is expected home 
about November 15. 


STONE. 


Entering a New Life. 


James E. Dutton, Jr., son of James E. Dutton, 
the secretary of the Granite Manufacturers’ and 
Dealers’ Association of New York, was married on 
the 26th of September last to Miss Jennie Thaw, 
daughter of the late James Thaw, of the well 
known cut stone firm of Barr, Thaw & Frazer. 
After a brief wedding tour they will settle down 
in their elegantly furnished home in Newark, N 
J. Mr. Dutton is connected with his father in the 
zranite business at 42 East 23d street and is well 
known in the stone trade. Rock Propucts ex- 
tends their most hearty wishes for many years 
of happiness and prosperity in their journey 
through life. 

Mr. Brown will be Home fer Thanksgiving. 

Mr. Gilbert C. Brown, president of George Brown 
& Co., cut stone contractors of Newark and New 
York, who has been in Europe since the latter 
part of July, is expected home about November 
20. Mr. Brown’s home is in Newark, N. J. 


The new building, the main entrance to which 
is directly opposite the Waldorf-Astoria, is of 
Concord granite and Indiana limestone from the 
quarries of the Perry-Mathews-Buskirk Co. and 
the Bedford Quarries Co. J. J.Spurr & Sons, m 
Harrison, N. J., were the cut stone contractors 
It has nine floors each of 30,000 square feet, devot 
ed to the business of selling. The wood work 
throughout the house is of African crotch mahog- 
any, the panels in the show windows being among 
the largest and finest ever made. 
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RUCK PRODUCTS 








Ouarries. 














Stone Development. 

While the new quarries that have been opened 
ip during the past season have been more tha 
isual this has not been true in new classes 0 
tone or new fields as much as the well trodde 
ath However, there are plenty of tnese opera 


ions that will come to pass, for veneath us tne 


s stone for building and monumental work evel 
»here, and oul trouble has been thal there are ni‘ 
nougn patnotinders in the business. here ar 
plenty of trailers who will watch what the othe 

iellow does and go after him, but as to creatine 
new business and studying their Own proposilio.u 
and that of the stone trade as a whole they don | 

o it, and it is up to them and you and me to 
ymething in that line, 

On interior work alone there are many Dia 
les and stones that are not being used that shou 
” used. More people have money, mare casties 
were built in 1906 than in 1905, and the only wa 
o get this money for the stone industry Is 101 
he individual and the quarrymen as a whole 
ddition to the cut stone men, the architect 0 
actor and every one else wio is interested in a 
ertain class of stone, to help push it along. Don 
et the other fellow carry al! the bats and do tne 

k and expect to reap the harvest from his el 
fort. Promotion all along the lime for the benefit 
1f the stone business will help the individual, the 

\dustry and the man in it. Are you doing your 


9 
7 


The Car Shortage. 

The operator, large or small, in all parts of the 
ountry, is suffering more to-«isy [fol ack oO 
ars than any fall in many. Why? Ask tue 
railroads. They will say the freight shipments 
are so great, due to large grain transit, that we 
have not motive power or rolling stock to tak 
are of it. That is a fact, but that does not help 
out the quarryman or stone operator that needs 
cars. What is the remedy? Get along as Des: 
you can, but don’t stop addressing every one in 
he traffic departments of the railroads you operat 
on, then keep an account of your losses becaus 
you were not able to get your orders out, the for 
feits you have had to pay on time contracts, | 
set the legal machinery to work and you can Win 
out; i. e., you will teach the railroads to antici 
pate their needs and have rolling stock enough 
the future. Rock Propuctrs does not favor litiga 
tion when it can be avoided, and certainly a1 
not incendiarists, but we do think the time has 
ome to insist that a railroad iake care of its 
ustomers the same as any other concern by 
putting them on record and ins‘sting on you: 
rights will help your cause, and in the future 
the car shortage will not be so trcublesome every 
fall when business is abnormally good. You must 
ao your part, however. Don’t keen a car on your 
Siding a minute longer than is necessary It has 
been a fact that some shippers heve been as baa 
1s the railroads, in that they wou:d make a war 
house out of a car and keep it till the moss gath 
ered on its roof. 


le 





Long-Winded Payments. 

The weakest thing about the stone business 
lay is the fact that some contractors and builders 
are in the habit of paying for stone whenever 
feel like it. In other building materials it is the 
custom to buy on terms that don’t make a Dani 
out of the producer of the material and, as an in 
stance, you find very little lumber bought wher 
the terms are sixty days, and almost always it is 
thirty days or 1 per cent cash in ten days. There 
are some operutors in stone that make their col 
lections and do it on a business-like basis, but 
there are a whole lot of others who do it on the 
long-winded proposition which makes the quarry- 


man or cut stone man carrying the account a ree- 


ular banker, and the result is that his payments 
o other people are also slow 
There is no reason for this rhere is no build 


ing or monumental material that should not be 
paid for within a reaso ile time It is not ar 


experiment; it is not putting something new on 





the market that people now absolutely nothing 
about, and there is no reason at all for the pres 
ent terms of credit in the business, and this should 


e corrected, and it would insure a greater pros 





perity in the business if th was done, and it 
ecomes to each one of us a d ty to see if we 
an not gt this business o1 a] basis that 
will be satisfactory to all concerned and eliminate 
hese long-winded credits 


| talked to an operator the other day, and I 


ion t suppose 





capital stock « 
ver $50,000.00, although they have made money 
ilways and are a good live concern, but at the 
present time he said, “Why, John Smith & Co 
of a certain town, for whom we did a cut stone 
job, owe us $50,000.00 and have owed it for a 
for this. There 
is no complaint of the stone or the workman 
hip, only it is just up in the air and the stone 
‘actor has to hold the bag if they charged 
that man 25 per cent more, putting the interest 
ind the difference in the price in long-winded 
ts it would have peen all right, but in most 


f his company is 


vear.” There is really 




















Visit to Colorado Sandstone Quarries. 


he Denver architects and stone contractors 
were invited by The Hathaway Stone Co, to go on 
an excursion to the Arkins quarries on the 2(tn 
of October 

ng weather only 





A specia ) he regular train 


to Loveland, 70 miles: fre there a switch engi! 





took them over the ranch to Arkins, 9 miles 
After a hearty dinner at the company boarding 
house, the quarrie were nspected Ledges of 


fine, hard white sandstone were being worked 

Flagging, u steps, platforms, dimension and 
rubble is the product. It comes out with smooth 
natural beds 


In the south quarry the ledges are heavier and 


an be quarried up to 30 in. thick. A gasoline en 
gine and air compressor supply air for pneumati 
drills. Eleven derricks, from 50 to 70 ft. hign 
are used in handling the stone. A gravity tram 
way carries the stone from the main quarry to 





the tracks about a thousand feet down the hill 
side About 500 cars were shipped from this prop 
erty last season 

On the return trip a stop was made at the Buck- 


horn Plaster Co.’s m which is being remodeled 
and enlarged by the new owners, but this does nor 





interfere 





the usual output 4 supply of Ar 
kins’ apples, peaches and sweet cider were served 
as refreshments between smokes, on the return 
trip and a vote of thanks was extended to the 
Hathaway Stone Co. and the Colorado and South 


ern Railway Co. for courtesies of the day 





Change of Classification. 
The stone quarrymen, of lowa, have been pay 


ng the fiddler in that State for several years b« 





cause of an errorll issification, and weren't abl 
to have it changed ut since the railroad com 
mission have taken a hand at it the quarrymen 
will be greatly benefited It is said that a saving 
of $25,000.00 will be n ‘ wing to the effect ofl 
his ch on rates on rough stone It amou! 

0 2Z2¢ Or he mn t iilroads reported tha 
n 1905 over 600,06 tor vere hauled 

New Operators. 

CONNELLSVILLE, Pa., October 13 The lease 
Keeling & Ridge to the Bluestone quarries has ex 
pired and the works Ww no longer be operated 
by this firn Booth & Flinn will operate the 
quarries and are in need of 200 laborers. They 


ave a contract to be filled, requiring 28,000 tons 


of ballast to be furnshed Allegheny County 
Booth & Flinn will install a new crusher and 
make other improvements There will be steady 
work all winter at these works Labor is scarce 
in this section and this is proving a handicap to 


the firm 





Brisk Demand for Stone. 

TUNKHANNOCK, Pa., Oct. 20.—Francis Hawke 
superintendent for the Carlueci Stone Co., at its 
bluestone quarries and mill near Nicholson, re 
ports the building trade very lively, and that his 
ompany requires more cutters, mill and quarry 
men Mr. Hawke is also a director of the Forest 
City Stone Co., of which corporation W. L. Con 
nell, of Scranton, is president: BE. H. Davis, of 
Scranton, vice presiden and R. G. Brooks, ot 
Scranton, treasurer 

They propose to quarry and manufacture the 
sray rock such as was used in the construction 
of the Hotel Jermyn, at Scranton, and the Ster 
ing at Wilkesbarre, and which is also used in 
several large buildings in Carbondale and Scran 
ton 

The quarry operated at Mill Raft. near Spar 
rowbush, N. Y., has had a busy season. They get 
out blue stone and have quarried and shipped tn 
the past nine vears’ operation 


«- UOO O00 feet 





of stone. Extensive stripping wi!l be done this 
winter 

The Colonial Granite and Stone Co of Rock 
land, Me., has been organized to quarry and dea, 
in stone with a capital of $60,000.00 J. KE. Moore 
is president and R. I. Thompson treasurer 

The Hudson River Bluestone Co., of Kingston. 
N. Y., have secured a new dock at Ponce khockie, in 
order to use it for storage for the New York trade 

Wm. E. Wabnitz sued the Bow! Green White 
Stone Co., of Louisville, Ky., for breach of con 
tract for failing to give the plaintiff the work of 
stone carving on the new Carnegie Library. 


The Schuylkill Stone Co. has been organized at 
Pottsville, Pa., to quarry stone near this place 
The capital stock subscribed for $50,000.00 ane 
the stockholders and directors are W. L. Kramer 
of this city, and Robt. W and Abraham L. Baber 
heimer, of Port Carbon, Pa 

The McWilliams-Howrey Stone Co. has been or 
ganized at Waterloo, Iowa, with a capital stoc! 
of $25,000.00 

The Chataugua Stone C a een incorporated 
it Grafton, Ill., by W. E. Walter: EB. and Ralph 
Nims. They expect to operate crushed stone quar 

es and do contracting 

The Granite City Quarries Co., of Cleveland, 0 
was organized with a capital stock of $200,000.00 
H. J., H. L. and G. M. Baldwin, Ernest Salters and 
isaac Whistler are the incorporators 

The Flint Hill Stone and Construction Co., of 
Troy, N. Y., has increased its capital stock to 
$40,000.00 H. Judd Ward is president and F. E 
Brewster is secretary 

The Ooolitic Limestone Co., of Salt Lake City 
Utah, has recent ween incorporated with a cap 
tal of $10,000.00. B. B. Kock is the president; 8S 
D. Evans, vice president and treasurer, and C. B 
lack, secretary) 

The Workhouse stone ishers are in distress 
The car shortage has delayed the delivery of raw 
material from the Elkhart quarries 


The National Stone Co of Bloomington 
Indiana has increased its apital stock to 
$250,000.00 and a new yuarry will be 


opened and be ready for operations in the spring 
Prof. W. P. Rogers and other Cincinnati, O., bust- 
ness men, have taken stock in the company. 
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THE OOLITIC DISTRICT. 


Close of the Quarrying Season Finds Every 
Operator in the Famous Indiana Lime- 
stone Full of Business, and 





“EXPANSION” IS THE WATCHWORD. 





November 5 The established sys 


Indiana is to shut olf 


Breprorp, IND., 


the 


activities at the 


tem in tone district ol 


quarries upon November 1, be- 
cause it has been found by experience that unex 
reason of the 


time to 


about by 
before it has 
days now prevail 
npting, it is true, and they are 
stone already quarried, 
way as to provide 


oiten come 
freezing of the green 
The tempting 


quite tel 


pected losses 
stone 
season. autunin 
ing are 


handle the 
such a 


being used to 


either to pile it up in 


for its safety or to move it on to the mills for the 
winter’s supply. 
More stone has been taken out of the quarries 


this year than in any previous season, and if there 
had been at hand unlimited facilities for deliver- 
ing the stone there is no telling how much expan- 


sion would have been accomplished. Not a quar- 
ry and not a mill but the same idea is expressed 
that they have broken all previous records and 
could have done more if there had been any way 


to secure delivery. 

With three new mills going up in Bedford alone 
besides the two new mills at Bloomington the 
question naturally arises as to what they will do 
for transportation upon the basis of so much ex- 
pansion. If there are not cars en yugh and motive 
power sufficient. for the output of the present year, 
when this is increased 15 


what can be expected ' 
to 20 per cent? It looks like the future of the 
industry is practically in the hands of the rail- 


roads, and its real growth depends upon the con 
sent of the magnates who get the lion’s share of 
every stone proposition depending upon the rail- 
roads, 

The popularity of this splendid building mate 
rial has been well sustained in all the principal 
markets, where it is considered a staple commod- 
ity. True, the whims of the public have caused 
the specification of some other stone in a number 
of prominent jobs, but if all of them had selected 
Indiana there would have been no way to 
take care of the customers 

In spite of the crush of business that was fore 
seen before activities began last spring there has 
been no perceptible advance in the quotations up 
on rough and the thing is true of 
mill work. E tther useful commodity hae 
advanced in price in order to share in the genera: 
prosperity of the country, if for no other reason, 
but this “kid glove” of the stone trade stands sta 
tionary at hard-times prices. 

With this explanation it may be said that all the 
quarries and mills in the district have prospered, 
for there has been plenty of work and everybody 
got a slice of it, 


stone 


stock, same 


very 


The new mill of the Indiana Bedford Stone Co. 
has got started with a full force of machine oper- 
ators and hand cutters. This is the mill previ 
ously mentioned that has been under construction 
‘he company is composed of 
Fred Norton and Ralph 


for several months. 17 
Robert Reed, C. S. Norton 


Reed. The first stone was lifted under the trav 
eler last week The same parties are interested 
‘in a number of other mills, and are well known 
as experienced quarry and construction adepts 


with a long line of fine buildings in all parts of 
the country to their credit. This new mill repre 
sents in a measure the progress and growth of 
their well established position in the trade. 

John A. Rowe has about completed his new cut 
ting shed and the new office is coming on nicely 


His business has just forced this enlargement of 
the premises, for more space has been needed in 
he drafting and estimating department for a long 


{ 


time. Mr. Rowe has been shipping the stone for 
the Fresno (Cal.) postoffice, which is probably the 
longest haul for a shipment of Bedford stone yet 
recorded. The rustic monument cepartment, ow 
ing to the peculiar adaptability of the stone to 
that purpose, has grown to be a very important 


branch of the business. There are now more than 
fifty different designs being manufactured at this 
time, all of them more or less standard in their 
character. 


_ long. 


man, Mr 
still had 


right hand 
could be, but 


joth Mr. Rowe and his 
Hanner, were busy as they 

glad harid for Rock PRopucts. 

The new mill of the Bedford Cut 
rapidly being pushed to completion, and they ex 
pect to be working there by December 1 
This concern is comvosed of John A. Rowe, C. & 


Stone Co. is 


stone 


“7 


Norton and J. A. McKinley—all of them exper! 
enced captains of the stone industry. Their Mey 
ers diamond saw has already arrived, and the 


power plant from the Atlas Engine Co., at Indian 
apolis, is almost ready for water in the boilers and 


fire in the furnace. Foundations are in for two 
gangs and three planers of the New Albany pat 
tern will soon be put in. The traveler of this 
plant extends from the tracks of the Monon to 
the tracks of the Southern Indiana, in this way 
bringing the service of both roads right beneath 


the working shed. 

Mr. McKinley, who hag charge of the construc 
tion of the new mill, says: ‘We started the con- 
struction here on September 15, and will start up 
the saws on December 1, unless we are delayed 
in receiving the machinery.” 

In boring the well for the water supply here the 
core taken out showed more than 100 feet of clear 
limestone, so this plant, as well as those of the 
Climax, John A. Rowe, and the Indiana Bedford 
Stone Co., stands upon a quarry site of the highest 
qualifications. Mr. McKinley says, “I have been 
working so hard over here that things look a little 
slack over at my own mill, the Climax, but the 
trouble has been transportation all the season 
The Southern Indiana appears to take care 
of the stone business much better than the other 
roads,” 

George Doyle & Co.’s mill was as busy as usual. 
Mr. T. H. Edmondson, looking after the shipments 
being loaded under the traveler. Mr. Calhan was 
over at the quarry in Dark Hollow, stacking stone 
and looking after the details incident to the close 
of the season at the quarry end. 

At the Bedford Steam Stone Works, Mr. E. B 
Thornton was at his desk and said: “We can keep 
on running full blast as long as this kind of 
weather keeps up, and taken as a whole this has 
been a very satisfactory season with us. We have 
had a lot of small and medium sized jobs, which 
taken together, make good business.” One nice 
residence job located at Colorado Springs, Col., 
for a Western railroad magnate, is a fair sample 
of artistic residence construction, and took about 
thirty cars of stone, all of which has been shippea. 

At the biggest mill in this district (or any other 
district for that matter) the yard foreman, Mr. 
Gustav Stieglitz, was on duty temporarily. Mr. 
Carl Furst was away on his vacation out on the 
Canadian border in Wisconsin and Minnesota. [ft 
has been a long time since Carl took a rest, and 
he has gone after big game. The only trouble is 
he made several false starts and the moose and 
deer of the northern preserves have taken to flight, 
so if he don’t keep all his venison promises to 
Chicago and Bedford friends, they are hereby no 
tified to accept the explanations graciously. Carl 
can’t bring you venison when the deer have all 
moved out to greener fields. Mr. Henry Furst is 
looking after the big plant at Bedford, as well as 
the quarry in Dark Hollow. A foundation is just 
about completed for the new double platen Patch 
planer that will be added to the equipment in the 
next few weeks. A full force of machine opera- 
tors and hand cutters and carvers are at work, and 
a big stock of stone for the winter’s run is already 
under cover, and provided at the quarry. This 
concern use the entire output of their own quarry, 


and beside this are very large buyers of rough 
stock from the other quarrymen. 
Business has been good—no, it is always good 


with this big organization, for every member of 
the firm was born in the business. 

At the plant of Wm. Bradley & Son they were 
working on the various parts of the addition to 


the Trinity Building on Broadway, New York 
The Foundations Co. have about completed the 


work up to the first water-table as the writer ob- 
served a short time ago, and the stone work will 
go on very rapidly as soon as the preliminaries 
are completed. Since the death of Superintendent 
Borst, Mr. John MeMillan has been taking care of 
the office details, he being the shop foreman. He 
is a very bright young man from the East, and 
got his training in Providence with the Norcross 
concern. He knows the stone business thorough- 
ly, having worked in many different kinds of ma- 
terial, both upon inside and exterior propositions. 
He has been with the Rradley concern about a 
year. As previously stated in these columns a 


large amount of the stone for the Trinity job has 
already been shipped and is stored in New York 
waiting for the work to catch up to the cut stone 
operations. As completed the Trinity all in Doric- 
Gothic will be the finest building ia New York in 
its especial] class. 

At the Geo, Dugan Cut Stone Co., the, are busy 
with the last rush on the big Kentucky State cap- 
ital job. Mr. M. F. McGrath, who leads the oper- 
ations of the mill, pointed out the big 20-ton blocks 
which are being preparea for the tympanum below 
the pediment over the main entrance. They will 
be built into the job with the rough face of the 
stone protruding, and afterwards a scaffold will 
be erected for Charles Henry Niehaus, the famous 
sculptor to carve out the allegorical group. The 
relief, in some places wi!l project 3 ft. 8 in., the 
whole group comprising more than 3,000 cubic 
feet of stone. The big column feature of the Ken- 
tucky capitol job is all but a thing of the past— 
67 of the 70 columns already having gone to Frank- 
fort—and the other three are about ready for ship- 
ment. Mr. Dugan says that December 1 will find 
the big job just about complete from the cut stone 
standpoint. The system at this mill is to confine 
all the energy to one job at a time, and push all 
the energy and organization in one direction, and 
thus make great speed till the time of its comple- 
tion. This makes every job a record proposition 
and courts attention to attract further orders. 
They will be open for engagements before the first 
of the year, and the next man who wants undivided 
attention of a big mill, backed by fine organiza. 
tion, will be looking for Dugan. 

Now George is taken with the automobile fever, 
and can subscribe to the whole program with the 
exception of getting under it for the repair feat- 
ure, and this is too much of a fat man’s misery 
for him to undertake at present, but he may find 
a way out of this difficulty, and be seen in an auto 
before Christmas. If book agents sold autos it’s 
« cinch he would have one. 

Mr. McGrath pointed out the first three blocks 
of Caen stone from France that ever came west 
of New York. They are to be worked up into an 
ornamental mantel for the writing room of the 
Sinton Hotel ac Cincinnati. 

Out at Oolitic the big mills of the Bedford Quar- 
ries Co. and the P.-M.-B. Co., are grinding steadily 
on with the usual good supply cf stone for the 
winter’s run, and with plenty of business to keep 
the wheels going around to accumulate work for 
spring delivery or to pull out ahead on work that 
is to be rushed later on 

Nat Joyner, of the P.-M.-B. Co., was not to be 
found. He was out at the quarries getting the 
full benefit out of the propitious weather, which 
will not last long enough for the ambitious and 
enterprising quarryman, 

Over in Dark Hollow the same conditions pre- 
vail, The Consolidated have a whole lot of stock 
to work up and to provide for their mills. 





BLOOMINGTON, IND. 

All that has been said about the progress of 
the industry with special reference to Bedfora, 
can be repeated about Bloomington. The First 
National Bank Building is almost completed, and 
as it occupies a prominent corner of the public 
square, constitutes an ornament to the city, while 
at the same time at first glance, it suggests the 
principal industry of the locality. This building 
is being erected by the Buskirk estate, and the cut 
stone was furnished by the Central Oolitic Stone 
Co. Another bank building of stone is going up 
on the opposite corner of the square by the same 
contractors. The bids for the new Monroe Coun- 
ty courthouse will be opened next Thursday ana 
all the local contractors have figures in on it for 
the consideration of the commissioners. The plans 
were drawn by Fort Wayne architects and are 
said to contain a great deal of rich carved work 
in the details, and the general idea shows a build- 
ing that will be a credit to Monroe County as well 
as the local stone interests. These facts show the 
substantial nature of Bloomington enterprise. 





The Bloomiugton Cut Stone Works have addea 
a lathe to their equipment that will turn a col- 
umn 23 ft. 6 in. by 4 ft. in diameter, and another 
one is coming in now for baluster work. W. T. 
Blair says that they are having a steady run just 
like an old establishment. From the minute they 
were ready to turn the steam into the engine there 
has been one steady throb of work passing through 
the machines, and on to the cars for delivery. 

(Continued on page 37.) 
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INDIANA OOLITIC LIMESTONE 

















TEMPLE ADATH ISRAEL, LOUISVILLE, KY. 


This beautiful sacred edifice was completed this season and dedicated with three days ceremonies, 
September 7, 8and 9. It is built of Indiana Oolitic Limestone from the Norton-Reed Quarries and 
Mill at Bedford, Ind. The general contractor was W. H. Bailey, Louisville, Ky., and L. E. Koerner 
was superintendent of construction. Mr. Bernard Selligman of the Snead Architectural lron Works, 
Louisville, Ky., was secretary of the Building Committee on behalf of the congregation Adath Israel. 
The fine classic lines were drawn by Messrs. Kenneth McDonald and J. F. Sheblessy, Architects, 
Louisville, Ky. To this group of gentlemen must be credited the completion of one of the finest 
buildings of the year. 

A notable feature from the artistic standpoint and one which adds enormously to the effective- 
ness of the completed work, is the fact that while the building practically covers a lot of ground, 
130x200 ft., enough space has been left on both sides to bring out the full force of the Greek idea of 
architectural design, the completeness of which can only be fully appreciated by isolation from out- 
side discordant influences. 
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PERRY- 
MATHEWS- 
BUSKIRK 
STONE 
COMPANY. 


GENERAL OFFICES: 
326 Monadnock Block, CHICAGO. 









Quarries and Mills: 
BEDFORD, IND. 





NEW YORK OFFICE, Faller Building. 
BOSTON OFFICE, 45 Milk Street. 
PRILADELPHIA OFFICE, Witherspoon Builiing. 
CLEVELAND OFFICE, Hickox Building. 
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Sr.JosEPH Mo. JAN. 5 ————— 


CUT STONE CONTRACTOR, JAMES A. McGONIGLE, LEAVENWORTH, KANSAS. 


























































NEW YORK OFFICE, 1123 Broadway. 








PHILADELPHIA, 730 Witherspoon Building. 
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The Consolidated Stone Co., 


DARK HOLLOW 
QUARRIES, 


Bediord, 
Lawrence Co., 
Indiana. 


Producers of the 
Celebrated 
Dark Hollow Buff and 
Blue Bedford, Indiana 
Limestone. Their 





large mills are equip- 
ped: with the most 
modern machinery, 
capableof filling 
promptly the largest 
orders for SAWED 
STONE every de- 
scription of planed 
molding—Balusters 
and turned columns 
and bases of all 
descriptions. 


GENERAL OFFICES: 


322-324 
Monadnock Block, 
CHICAGO. 





BOSTON, 45 Milk Street, 
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BirpsEye VIEW OF QUARRIES AND MILLS, Part VIEW OF PLANT. 
THE BEDFORD QUARRIES CO., 
CELEBRATED 
CHICAGO OFFICE, ae YORK OFFICB CLEVELAND OFFICE, Quarries and Mills 
204 Dearborn Street. 949 Broadway. 818 Euclid avenue, OOLITIC, IND. 














W. McMILLAN & SON | 


INCORPORATED. 


Bedford Indiana Limestone 
MILL BLOCKS, SAWED, PLANED, TURNED 
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CHICAGO MILL: GENERAL OFFICE: QUARRIES AND MILLS: 
642-654 So. Rockwell St. Chamber of Commerce Building Bedford, Ind. 
IL CHICAGO, ILL. Bloomington, Ind. 
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ee G PRODUCERS OF BEDFORD OOLITIC LIMESTONE. 





We are producers 


Bedford Oolitic Limestone, 





Saw ed, Tu rhed and Mact shine _Dressed. sed. 
SONTROLLING ROBERT REED, Sec’y-Treas. 
THE BEDFORD QUARRY Cu. BEDFORD, 
AND THE NORTON-REED STONE CO. INDIANA. baa. oof oe ach yinn xo 











RUG WM John A. Rowe, 


STONE Co. | CUT STONE WORKS. 


Sawed, Turned, Planed, Cot, BUILDING STONE 


Ready-to-Set 
Rustic Monumental Work is Our Specialty. 
Estimates Furnished Promptly 


rs Goes al eet Our desiga book containing 
BEDFORD, IND. 52 designs, price . . $1.00 BEDFORD, IND. 
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BEDFORD STONE Indiana Bedford Stone Co., 


MILL BLOCKS and 























CONTRACTORS 


BEDFORD OOLITIC LIMESTONE 


Equipped to Work Winter and Summer. 
Our Specialties: Good Workmanship, Material and Prompt Service Guaranteed. 


Cutting Plant, BEDFORD, IN}. Main Office, 443 Fifth Ave., CHICAGO. 








Sawed, Planed, ) 
Turned or Cut SAWED STONE...... 
=| Butt Stone and Quick Service. BEDFORD, IND. 
ee eee foefocfoefoefoeioed 
Furst-Kerber Cut Stone Company, | 
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CARTHAGE STONE. 


The Home of the Famous Missouri Quarry 
Interests Catering to the Structural 
and Monumental Trades. 


BURLINGTON LIMESTONE A PURE WHITE MARBLE. 


CARTHAGE, Mo., October 26.—Carthage is famous 
the world over as a beautiful city. What has 
made it so? Carthage stone. Most of the public 
buildings and many of its residences have been 
built of this remarkably white stone, which seems 
to grow whiter with age. Not content, however, 
with building their business houses and residences 
of this stone, they also use it for street flagging 
and curbing and for sidewalks. This combination 
of green grass and white stone is very pleasing 
to the eye, and all the Carthage streets are lined 
with trees and each sidewalk has a grass plot to 
beautify it. It is a city of fifteen thousand in 
habitants, located 150 miles south of Kansas City 
and only a single night’s journey by rail from Sst 
Louis. 

Nowhere else in the United States is there found 
just such a formation of stone as that of Carthage 
While this formation crops out at various othe 
places it is only used for building purposes a 
Carthage, Hannibal and Phoenix 

At Carthage, this stone as it occurs in the quar 
ries, has a slightly bluish gray tint; the upper 
beds being whiter than those deeper in the qua: 
ries. When cut and dressed the stone is a pure 
white and it is this characteristic which makes 
it so desirable as a building stone; in fact, it 1s 
the whitest stone in use anywhere to-day it 
stays white, seeming to grow whiter with each 
succeeding year. The faint gray tint gives the 
stone a life which the dead white rock does: not 
have. In uniformity of color this is the most per- 
fect of limestones. This is what has made it so 
popular with the architect and builder. It Is 
found in ledges of varying depths, but is more 
uniform in texture than almost any other lime 
stone. The quarries are located near the city and 
all have access to a railroad line. 

The quarries ship annually upwards of 2,000 
carloads of sawed stone, and the business is con- 
stantly on the increase Three railroads ente 
Carthage, the Missouri Pacific, Frisco and Iron 
Mountain. Carthage stone lends itself admirably 
to public building and residence use, for whiie 
it is white, it does not hurt the eye and is capable 
of the highest structural decorative finish, lack 
ing the porousness and coarseness of other stones 
that either furnish a rough surface or a receptive 
one to gather dirt, smoke and stain, a good 
hard rainstorm being sufficient to restore it to Its 
pristine beauty, freshness of color and purity. As 
this stone is impervious to frost the quarries ana 
mills are operated practically the entire year 
around. At present every quarry in the district 
and every mill and cut stone yard is working 
over-time trying to fill the orders which they have 
on hand. Eight of the quarries are located with- 
in a mile radius of the city square, while two 
more are just south of Spring River, near the 
northwest limits of the city. One new quarry 
will be started in the spring. 

The growth of the quarrying industry has been 
steady. The supply is practically inexhaustible, 
but each year sees some new use to which this 
beautiful stone can be profitably put, as the de- 
sire for solidity and lasting quality becomes great- 
er with growing wealth of the country, the de 
mand for Carthage stone increases and that de 
mand must be met 

Lately, crushed stone and marble dust made 
from Carthage stone has found a ready sale and 
one of the companies, the Carthage Crushea 
Limestone Co., has made this feature pay very 
handsomely as it has been found that this stone 
when cruscsed, is very superior to other crushed 
stone for concrete purposes, as actual tesis prove 
that it requires less cement, and as a consequence 
is not only cheaper, but on account of its white 
ness, is far superior to any other aggregate In 
use at the present time. The marble dust is used 
as a paint and putty filler, as a soap powder, ana 
usphalt surfacer, and makes one of the finest 
metal polishers, being extremely hard and yet su 
fine that it will not scratch the surface. Pul- 
verized limestone is used for poultry food, for 
roofing and as a fertilizer. 
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CARVED IN CARTHAGE STONE 


The chemical analysis made in the laboratory 
of the Bureau of Geology and Mines of the State 
of Missouri shows Carthage stone to be almost a 
pure carbonate. The analysis is as follows 


Carbonate of lime bier 98.5% 
Carbonate of magnesia , 6d 
Oxides of iron and alumina 21 
Insoluble . oY 

100.12 


The crushing: strength of Carthage stone made 
with United States testing machines, capacity 
500,000 pounds, ait Watertown Arsenal, Mass., 
shows a compression strength of 17,131 pounds 
to the square inch. More might be said from a 
geological standpoint as well as a 
tific standpoint, but these will be gone into 
later as well as a detailed account and description 
of the various quarries, mills and cut stone yards 
which are handling the stone. However, this will 
be reserved for later issues of the paper, when the 
subject will be treated inexhaustibly 


scien 


Missouri Stone and Construction Co. 

The Missouri Stone and Construction Co. has 
been incorporated for $60,000.00. The officers of 
the company are: N. F. Wright, president and 
treasurer, and E. Powers, vice president and sec- 
retary. The quarry will be located immediately 
east of that of the Spring River Stone Co., and 
about one mile northeast of the city. They have 
about 1814 acres which they will develop. It is 
practically the same formation as that found 
throughout the district The Frisco railroad is 
putting in a switch to the property and stripping 
will be commenced in the near future. The com 
pany has already ordered one channeler from the 

















COUNTY COURTHOUSE, CARTHAGE, MO., 
OF CARTHAGE STONE. 


BUILT ENTIRELY 





will shortly com 
ling to accommodate 


five gang saws, although only three will be in 








stalle e beg ng The company have al 
idy uwced = = the rder for a 60-foot derrick 
and a rip saw They expect to install an air 
compressor and operate their plug drills with 
ompressed air They will also install a truck 
puller and the Stout & Parke Machine Co.’s sand 
feeds The ompany expe to be ready for bus- 
iesS ea in the sp There is every indica- 
on that the will do well from the beginning 
as the demand for Carthage stone has exceeded 
he supply for some time past 
The Meyers Stone Co. are erecting a courthouse 
at Nevada, Mo, which will cost $80,000.00 It will 
v built entirely of Carthage stone and will re 
six months in the building 
he Carthage Superior Limestone Co. are fig 
uring on the installation of a 40-ton traveling 


rane. 

Mr. W. R. Logan, the secretary and manager of 
the Carthage Stone Co., has recently completed a 
magnificent residence for his-own use, the lower 
part of which is built entirely with Carthage stone 
He has also used the same material for the inte 
rior of his bath room and the effect igs decidedly 
pleasing A noteworthy feature of this handsome 
residece is the magnificent stone veranda extend 
ing across the entire front The columns and’ ba! 
ustrade, floor and steps leading to the veranda 
are all of Carthage stone 

Mr. Eugene O’Keefe, who was recently injured 
in a railway accident, is out again. Mr. O’Keefe 
is the president of the Carthage Quarry Co., ana 
one of the best known operators in the district. 
He was in a buggy, which was narrowly grazed 
by a railroad engine, and jumped, hurting his 
hip very badly 

Mr. Martin McNerney, the manager of the Car 
thage Quarry Co., and one of the most popular 
quarryman in the district recently returned from 

business trip to Kansas City } 

Mr. Henry ©. Johns is now the sole proprietor 
and manager of the Spring River Stone Co He 
is well known to the trade and enjoys a wide pop 
ularity 


SS 
Valuable New Deposit. 


PELLINGHAM October 11.—One of the 
biegest 


} deposits of granite in the northwest has 
reen discovered about four miles from Shuksan 
in practic lly an unlimited quantity. The color 
of the sione ranges from pure white to dark rel 
rhe Unite’ States Mining and Development Co 
which has been organized by F. M. Lewis and oth. 

erecting camp buildings. and 
early in the coming season, a full equipment of 
sawing machinery will be installed 
office of the compat will be at 


WaASsh 


ers, are at present 


The main 
Bellingham 


Enterprising Firm. 
Riversine, Car 
own the large 


tober &.—Stone Bros.. who 

| vranite quarry near Perris are now 
negotiating with the Santa Fe for the laying of a 
spur to the quarries from Pinacate siding. This 
enter} rising firm now have the contract for the 
granite for the new Federal Building to be erected 
in Los Angeles 


Installing Complete Plant. 


IpAto, Octohe 1? 


‘r 12.—The Gem State Gran- 
ite Co., with a capital of $25,000.00, recently or 
ganized by F. C. Bryant, will take over his big 
sranite quarries on the Boise river near the mouth 
of More creek. A complete plant consisting of an 
electri drilling, channeling and polishing 
machines is now being installed, making it the 
most complete plant of its kind in the northwest 

The granite iz of an exceptionally fine quality 
dark gray in color 
and with the 


ties there seen 


Ror 41 


motor 


nd capable of a glossy polish, 
present demand in all western ci- 


s to be a bright future for the 


new industry 








New Industry for Virginia. 

RicuMonpd, Va.. November 1.—W. E. Grant and 

A. M. Yonge, the incorporators of the Falmouth 

Railway Co., have purchased the “Forge” prop- 
rt 


e in Stafford co vy, two miles above the city 
on the Rappahannock river 4 splendid granite 
quarry of inexhaustible supply is located on the 


property, and a spur will connect the quarry with 
the Richmond, Fredericksburg and Potomac Rail 
road, so that dire shipments can be made to 
northern and southern markets. 
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Pennsylvania Sand-Stone Quarry. 
Pirrspurc, Pa., October 30,—The 
quarry of John C. Hill, of Pittsburg, is in fact 4 
solid hill of the finest quality of what is knows 
in this vicinity as Beaver Valley sandstone, ana 
is situated at Volante, Lawrence County, Pa. The 
capacity of the plant is approximately 244 cars 
to the derrick, or a total of ten cars a day, and 
it is a frequent occurrence for the cutting to run 
to the capacity. During the past summer, there 
has been a heavy demand for this stone for curb 
ing all through Western Pennsylvania, and the 
quarry has enjoyed a long run on this material 
which has almost taxed the capacity. 

They are now working on a 35-foot ledge of 
rock that is over 100 feet in depth, and covers an 
area of about twenty acres, while the hill that 1s 
seen in the background is a solid mass of the 
same quality of stone, and the outcrop of the 
stone may be seen on the bank of the stream in 
the foreground of the picture. 

The quarry has been in operation for over twenty 
years, and was acquéred by the present owner in 
1900, having been in almost constant operation 
except during the winter for this entire perioa 


sandstone 


is operated by an individual steam engine, powel 
for which is supplied from the central pow 
er plant. This central power plant is one 
of the interesting features of the quarry 
Steam is furnished by a specially designed tubu 
lar boiler of 150 rated horse power capacity. In 
addition, there is another boiler, a Nagle tubular 
of 60 h. p., which is used to run the air compress 
or plant. 

This compressor plant and the pneumatic tools 
were all installed by the Chicago Pneumati: T00} 
Co., of Chicago, Ill., which concern, it might be 
added, took considerable interest in Mr. Hill's 
system, and assisted in many of the experiments 
for the adaptation of pneumatic tools for cutting 
sandstone. Several pneumatic surfacers have also 
been installed for dressing stone as it is taken out 
of the block 

A 3,500 pound pneumatic traveling crane has 
been installed for handling curbing and other 
light blocks. This crane has a length of 80 feer, 
a 25-foot span and a lift of 8 feet. 

The Volant quarry is running about to its ca 
pacity, and Mr. Hill advises that it will continue 
to do so until the coming of winter puts a stop 
to the cutting «i sto 








QUARRY OF JOTELN ¢ 


The supply is almost unlimited, and is one of the 
largest in the western part of the State 

During the conversation with Mr. Hill, it was 
learned that this was the first sandstone quarry 
in the State in which pneumatic tools were in 
troduced and used. On account of the moisture 
that is absorbed in the sandstone, when the sys 
tem was first installed there was considerable dis 
satisfaction on account of the bits sticking in 
the holes drilled. The exhaust of the drill being 
through the bit itself, the dust and chippings are 
blown out of the hole in cutting granite, but with 
this stone, it remained at the bottom and on the 
sides, thus giving very unsatisfactory results 
Considerable experimenting was done during the 
first year that the system was in use, and at 
last Mr. Hill succeeded in having some tools ana 
bits made that have entirely done away with this 
trouble. 

The stone is very readily split into curbing, 
one man frequently being able to average 200 
feet a day, while all of the men employed at the 
quarry have an average of at least 100 feet a day. 
The plug and feather system of splitting is used 
here in preference to the wedge system, it having 
been found to be more economical, has less waste, 
and a splitter can cut out considerably more than 
with the wedges. The curbing is split out by 
drilling a line of 5-inch holes, each of which 1s 
completed in less than a minute, two shims are 
placed on the sides of the hole, and the plug ts 
inserted between, and driven home. This method 
gives an even split stone that frequently does not 
need to be even chipped on the sides, and is claim- 
ed to be far superior to the old wedge split which 
was formerly used in this quarry. 

Another advantage here is the separation of 
the large stratas of rock by layers of earth, These 
layers are but a few inches in thickness, and 
there are but four of them in the quarry, but 
they have provided a natural means of taking out 
large blocks of stone. 

The four derricks shown in the illustration are 
all from 60 to 70 feet in height, end each derrick 


ii 


Hid, VOLANTE, PA 


Expert Stone Cutters. 


Like every other line of business there is a de 
mand for men who can intelligently cut stone 
every where In many of the sheds among the 
large operators the men are non-union men and 
will be more so from time to time because of the 
restrictions of the Union on the making of intel 
ligent workmen. A good stone cutler who will 
apply himself, if he has talent, can get all kinds 
of money and have permanent work, but the great 
trouble with the cut stone man is to get intelli 
gent workmen. We all suffer from the same 
cause, but unless some trade school idea is worked 
out in the cut stone business it will mean curtail 
ment of hand work and more machine work. The 
unions, instead of working against the cut stone 
man, should take a hitch in their suspenders and 
try to get closer up to the employer and when 
they do that the good men will have all of the 
work they want and the poor ones will have to 
learn their trade again or put more effort into the 
task set before them, 





Union Machine Hands. 

Every now and then a cut stone m2n has a sug 
gestion that the stone cutters will be glad to do 
machine work, and want to be taught how to do 
it. Not on your life. Don’t allow this spirit to 
spread. Machine men, if they are capable, should 
stick to their knitting and not depend on the union 
to keep them going. There is plenty of demand 
at good fair wages for good machine men, brt 
under the union rule there is little possibility of 
creating new wants and it is only in the open shop 
that the cut stone operator can get his shop work 
ing in smooth fashion and both the employer and 
employe get the best results on their investment 
of labor, time and capital. 

McGrath & Duhamel, contractors for the new 
Federal Building in Seattle, Wash., have been 
delayed materially on account of lack of mater 
ial, owing to the car shortage and other reasons 
but they are glorying over the fact that Charles 


I. Roth, of the Chuckanut Stone Quarry, on the 
Great Northern has been pushing shipments and 
the dark gray sandstone for the casing of this 
building is arriving in good quantities. Mr. Roth 

ills them pebbles, although they weigh from 13 
to 14 tons. The stone cutting is largely done on 
the premises as the contractors have stone sheds 
in the back of the building and expect to have it 
closed in by January 1. 

The Chaffer & Befker Construction Co., of Cleve 
land, ‘Ohio, hag been incorporated with $5,000.00 
capital stock by William Hannah, C. E. Powell 
Albert D. Sheriff, Henry Denaple and Charles E 
Cary. 

The Kennebec Construction Co., Augusta, Me 
has been incorporated with a capital stock of $10, 
000.00 by I. F. Fairbanks, secretary and treasurer 
and I. Williamson, clerk. 

The Gordon Construction Co., Wilmington, Del. 
has been incorporated with a capital stock of 
$20,000.00 for the purpose of constructing wharves 
and buildings. 

The Federal Construction Co., Fhiladelphia, Pa., 
has been incorporate. with a capital stock of $75 
000.00 to do a general constructing business. 

The Howell Quarries, at East Bradord, Pa., 
ire being opened by Contractor Hickman, of that 
city He has orders for several buildings in that 
vicinity, one being that of the Denny Tag Co., of 
West Barnard Street. 

The Milford Granite Co., of Milford, N. H., which 
operates in granite, has had Frank E. Kaley ap 
pointed trustee by the Bankruptcy Court to dis 
pose of the property and settle the business of the 
company rhe corporation has a fine plant on the 
B. & M. railroad equipped with modern appliances 
to manufacture granite. There is a good quarry, 
but it is now for sale 


Nice Church Job. 

BALTIMORE, Mp., October 17 Architect T. Geo 
Carroll] has been commissioned to prepare plans 
for the St. Dominick’s Roman Catholic church, to 
be erected at Hamilton. The new structure will 
be under the immediate supervision of the Rev. Fa 
ther John R. Manley The church will cost about 
$16,000.00 and will be of Indiana limestone and 
granite 





Sprague Electric (ompany 


MANUFACTURERS OF 


FLEXIBLE STEEL ARMORED 
HOSE 





ae 


FOR STEAM OR COMPRESSED AIR 


_One of the largest quarry companies 
writes: ‘‘In all our experience we never have 
seen the equal of this armored hose.”’ 


When a piece of hose is damaged in one 
or two places, don’t throw it away. Cut out 
the damaged part and unite the good pieces 
with our Splicing Clamp. 


Write for a copy of Descriptive Bulletin 
No. 50541. 


GENERAL OFFICES : 


527-531 West 34th Street, NEW YORK. 
CHICAGO OFFICE: Fisher Building. 
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Substitution of Stock Must Stop. 


Once in a while the purchaser of a monument 


or the retail dealer who finds he is unable to make 


lelivery because shipment has been made of 


some stone other than was specified in the order 


revives interest in one of the greatest abuses that 


is now being practiced by a number of unscrupu 
lous wholesalers and large monumental operators 


It is not infrequent to find monuments that were 
specified in Barre granite (sometimes going even 
so far as to specify the explicit quarry from which 
the stone is to be taken), and when the job is de 
livered these specifications have been entirely dis 
regarded, and while the granite may have come 
from some quarry in the state of Vermont resem 
bling the product of the quarry specified, it can not 

» called fair dealing from any standpoint The 
substitution of “New Westerly” where Westerly 
granite is specified is so flagrant that nearly every 
retail dealer is wise upon tae point. The quarry 
man who has built up a reputation for tuis stone 
sufficient to have it specified in the contract, is 
certainly entitled to the business, and on the other 
hand, the purchaser who makes a selection, no 
matter how trivial his reasons for such selection 
may seem to others he is certainly entl- 
tled to sufficient respect to secure the delivery of 
just what he orders and pays for Some retail 
dealers may not know any better themse'ves, and 
after placing the order in the 
whom have confidence, accept wi 
sent and do everything in their power to effect 
delivery and eclisction upon the job We regret 
to say that there are other dealers who deliberate 
ly take an order upon specifications that they have 
no intention of complying with ai the time of 
drawing up the agreement, but proceed to substi 
tute something they can buy cheaper but which 
will still pass muster with the purchaser who real 
ly does not know the difference. This sometimes 
brings about complications long after the job is 
set and paid for, and no responsible dealer can 
afford to descend to such practice. The argument 
that one kind of granite is just as good as an 
other, anyhow, will not do, for all monuments 
come within the category of luxuries ond most 
people are more fastidious with regard to the lux 
uries in which they indulge, than in the purchase 
of anything that is strictly useful. This unfair 
feature in the monumental business will have to be 
cut out promptly and without equivocation. The 
Retailers’ Association, Rock Propuctrs and others 
are going a-gunning after the participators in this 
high handed fraud which is working a great det 
riment to the dealer, the manufacturer and the 
producer alike 


iiands of parties in 


they tever 15 


a 


The Stump Tail Method. 


You frequently hear a monumental salesman 
say, “I am in a position to sell monuments of any 
description from 10 to 25 per cent cheaper than 
ny competitor.” This is usually stated by the 
representative of a retail house who is canvassing 
a town where a responsible and established dealer 
is located. He makes such a statement because 
he feels it is necessary in order to get the atten 
tion of the people who have already begun to con- 
sider the matter of erecting a monument anJ are 
practically under the advice of the local dealer 
If you ever saw a dog whose tail was cut off too 
short, he would be a fair parallel to that salesman 
For such 2, statement is all bosh, and if it means 
anything, it is persuading the customer to be sat 
isfied with a cheaper and plainer job than the local 
dealer feels justified in recommending. If the 
monument men were to really give any such dis 
count, he would entirely cut off all the profits of 
his establishment which should be one of its prin 
ciple attractions like the dog’s tail, that was his 
‘thief beauty Most of the monument jobs which 
are placed by this method are a disappomntment 
after they are set up, and the local dealer fre 
quently gets the job of replacing them, so it is not 
the way to build up a business. 


No dealer can really afford to undersell any 
competitor as much as 25 per cent upon jobs that 
are really parallel in character, unless, the cut 
price man is getting his granite for nothing 
And the credit of such concerns is not sustained 
very long at the manufacturing and producing 





centers become classified as C. O. D 
people, who have to pay in advance and the 
venience of cutting prices ther 
Sibility, and the only tail that remains to tha 
dealer is the tale of his failure and that is ce 
tainly short enough 


Soon they 
incon 


pecomes an impos 





Grand Memorial Arch. 
In the presence of a large and distinguished as 


semblage the George Washington Memorial Gate 
on Cambridge Common was dedicated on the af 
ternoon of October 19. The gate is the gift of the 
zeneral society of the Daughters of the Revolu 
tion. The dedication exercises were held in Christ 
church. Right Rev. William Lawrence, bishop of 
Massachusetts, and Mrs. Adeline F Fitz, the 
State regent, D. R., Hon. Curtis Guild, governor of 
Massachusetts, Rev. Prescott Bvarts, and 
Mrs. D. Phoenix Ingraham, the president- 
general of the _ society participating in the 
ceremonies of presentation. Mayor Thurston 
accepted for the city of Cambridge. The Hon 
Herbert Parker gave the principal address of the 
day, in which he touched upon the significance of 
the memorial and its appropriate location 

Immediately following the exercises the mem 
bers of the society and their guests proceeded to 
the gateway under escort of the Boston Cade 
band, and the gateway was presented by President 
General Ingraham to Gov. Guild After this a 
salute of 13 guns, in honor of the thirteen States 
was fired. and the gates were thrown open 

The gateway was built from Milford pink gran 
ite by Fred Barnicoat, of Quincy, Mass Two 
massive posts eight feet high form the gateway, 
which is seven feet six inches wide. Each post 
has a cap and ball, which give an additionai height 
of three feet Extending from the side of each 
post is a. solid wall, which with its cornice is seven 
feet high and seven feet three inches wide; both 
sides of these walls are recessed, and in the cen 
ter panel of each at a height of about five fee 
from the ground is a bronze tablet As one op 
proaches the gateway from Harvard 
tablet on the left reads: “Near this place on July 
‘, 1775, George Washington took command of the 
American army.” A medallion of General Wash 
ington is in the center of the tablet; on the right 
hand tablet are the words: “Dedicated October 
19, 1906, by the General Society, Daughters of the 
Revolution,” encircling the seal of the 
At the end away from the post of each wall men 
tioned is a wall of similar dimensions and extend 
ing at right angles; thus the gateway as one enters 
it becomes a three sided enclosure which contains 
seats at the case of each side wall. A granolithi 
floor extends from the fence of the Common to the 
threshold of the gateway 


Square tae 


society 


Oid Monuments. 

l Aurora, [ll 
on exhibit in the windows of one of the popular 
town, T. Otto Fisk, at 
9 Downer Place, a couple of monuments which 
were erected over a hundred years ago, and are 
very interesting, not only for their age, but be 


In the thriving little city of there is 


monument dealers of that 


cause it shows conditions in those years as to de 
Sign, size and inscription It is also interesting 
in that while these monuments were made from a 


omparativ 


ely soft stone 
known as N¢é 


: probably what is now 
w Yo 


luestone, the inscription Is 

still plain an an be clearly read on both of 
them 

Mr. Fisk had occasion to replace one of these 

with a $3,500.00 job which he set up in the village 


) 
emetery at West Burlington, N. \ 


which is six 





OLD MONUMENTS IN rur 
FISK, 


SHOW 
AURORA, ILI 


WINDOW oF oTTo 


teen miles from Cooperstown. Mr 
these old monuments from the 
ra and keeps them 


brough 
cemetery at Auro 
on exhibition all the time 


Fisk 


The inscription on one of them is 


In memory of 

Lydia Burlison a daughter 

of David and Almy Goff 

Who died August &th 

1803 age years 31 

Lacking 8 days 

She was the oldest child 

Her temper it was mild 

She joined the church with few, 
When the settlement was new.” 


On the other the following inscription is found 
In memory of 

Abel Matteson 

Who died December 30 

1808 in the 56th year 

of his age. 

A cause of this deth as was tolad me 
Was a deth by 

Blow from little Tree.” 





WASHINGTON MEMORIAI 


ATE, CAMBRIDGE 


MASS. 
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The Illinois Vicksburg Monument. 
VicksBuRG, Miss., October 26.—The handsome 
memorial temple erected by the State of Illinois 
upon the Vicksburg battle field to the soldiers of 
that state who took part in the historic siege was 
dedicated this day by Governor Deneen, with 
the First Regiment Illinois National Guard 


as military escort and Governor Vardeman, 
of Mississippi with his military staff. Both gov. 
ernors took part in the dedicatory ceremonies and 
an immense crowd of both Illinois people and 
Scutherners. were present This memorial tem- 
ple cost $200,050.00 and was erected by the Cul 
ver Construction Co., Springfield, Ill; The entire 


structure above the foundation is built of Georgia 


marble furnished by Geo. B. Sickels Marble Co., 
Tate, Ga. The steps, approzches and foundation 
were made of granite from Stone Mountain, Ga 
The Tennessee Producers Marble Co., of Knox 














ILLINOIS STATE MI 


MORIAL AT VICNS BURG BATTLEFLCLD. 


ville, Tenn., furnished a large part of the interior 
marble. The interior is very handsome in detail, 
the sculpture work having been designed by C. J. 
Mulligan, of Chicago. The bronze tablets bear the 
names of 36,000 soldiers from the state of Illinois, 
who were engaged in the siege. All of these di 
vided into regiments and companies, according to 
their military records. The contract for this tem- 
ple was let in 1904 and the Culver Construction 
Co., assembled a complete plant of machinery, 
tools, etc., and a large part of the stone was re 
ceived in the rough and worked up right upon the 


spot. The memorials of other state monuments 
upon the Vicksburg battle field, are rapidly ap 
proaching completion, that of Iowa being the 
next to be dedicated this month. 


More Time Will Be Allowed. 

Vickspure, Miss., October 19.—Capt. J. G. Cash- 
man, secretary of the Mississippi-Vicksburg Mili 
tary Park Commission is in receipt daily of letters 
from eminent sculptors and designers in all parts 
of the country asking for information relative to 
the $45,000.00 monument that is to be erected in 
the park here to commemorate the Mississippi 
soldiers who participated in the seige in 1863. 

The commission is to meet on the 8th of Novem- 
ber, when it had been expected that a design would 
be accepted. Many of the sculptors, in their let 
ters, declare that the time is not sufficient in which 
z00d work may be done, and Capt. Cashman favors 
extending the time fully two months. If this is 
done a number of prominent sculptors will enter 
the competition and submit designs. While he 
does not believe in delay, Capt. Cashman also de- 
clares there is no need that the work of selection 
be rushed, and he believes that by waiting some 
months longer the designs submitted will repre- 
sent the work of the leading artists of America. 





Pocahontas Monument. 


Pocahontes is to have a monument at last. Her 
descendants, including the Randolph, Fairfax and 
Cabel families of Virginia, in company with people 
in other parts of the country, have decided that 
the little Indian maid who died so sadly in Lon- 
don in her youthful prime deserves recognition, 
and have organized to raise $10,000.00 to that end. 

The Pocahontas Memorial Association of Wash- 
ington, D. C., has the movement in charge and the 
distinguished American sculptor, William Ordway 
-artridge has been selected to make the design. 
The monument will be erected on Jamestown Is- 
land and will finally become the permanent charge 
of the Soctety of the Preservation of Virginia 
Antiquities, 


Enterprising Workers in Nebraska. 
LEXINGTON, NesB., October 10.—Bruce & Nisley 
have just completed the erection of a fine monu 
ment over the grave of W. D. Ward, of Overton 
Neb. This firm of monumental dealers is very 
enterprising, and has built up a nice business here 
and in the surrounding country 


Lazzari & Barton Co., New York City, have 
been incorporated with a captial stock of $100, 
000.00 for the purpose of manufacturing and deal 
ing in monuments of granite and marble. The in 
corporators are W. P. Hopkins, A. J. Frohock, J 
J. Lynch, all of New York City. 





Monumental Order by the Court. 
RicHMOND, IND., October 2.—William Sweeney 
aijministrator of Harvey Eikenberry, has been au 
thorized by the court to erect a monument to the 


de-easel, and provision for paying for same was 
made. The matter was left largely to the judg 
ment of the administrator. 





Monument to Humble Hero. 
October 7.—The National or 


ganizations of stone masons and brick layers have 


SANTA Rosa, CAL., 


ce-ided to erect a monument to Howard St. John 
in memory of his act of bravery during the San 
Francisco disaster in which he lost his life. $9, 
0°90 00 for this monument has been raised by a 
sm%ll eontribution from each member of the Na 
tional organization through the secretary 





Voting for Soldiers Monument. 
Penn YAN, N. Y., November 3.—At the election 
next Tuesday the voters of Yates county. will pass 
upon the proposition of granting $3,000.00 to com 


plete the fund for erecting the sailor’s and sol 
dier’s monument in the Penn Yan Court House 
Park. As the movement is quite a popular one 


it is quite certain the vote will be favorable by a 
large majority, and the county court supervisors 
in conjunction with the G. A. R. committees will 
have the duty of selecting and erecting the monu- 
ment 





Doing a Great Business. 
Port Jervis, N. Y., October 25.—John E. Bennett 
Monumental Works 
had a large force of men erecting a monument at 
Unionville, N. Y. He says he has had a very pros 
perous business the past year in the surrounding 
country, as well as Laurel Grove Cemetery 


proprietor of Bennett's has 





New Concern in Ohio Capitol. 
CotumBus, O., October 24.—The Columbus Mon 
ument Co. is the style of a new firm which is having 
incorporation papers prepared. They will enter 
the business of monument dealers, handling gran 
ite and marble, and equip a first class plant for 
conducting such e business. 





Things Look Good. 

INDIANAPOLIS, October 25,—Co-operative 
Granite Co., extensive manufacturers of granite 
monuments, state: “We have just finished a new 
eutting shed 40x100 ft, also a new polishing mill. 
One tramway and traveler running through both 
mill and cutting shed. We are now fixed to handle 
stone in pieces up to 15 tons. Our business seems 
to be running to larger work and a better cicss 
generally. Things look good for next year, as we 
have a big lot of orders on hand for spring deliv 
ery. We handle a great deal of Barre granite in 
our work and are having fine success in introduc- 
ing Winnsboro granite.” 


IND., 


WII Erect Forty-Five Monuments. 
Wasninoeton, D. C., October 29.—The Gettys- 





burg National Park Commission consisting of 
John P. Nicholson, Chas. A. Richardson, and L 
L. Lomax have decided among other improve- 


ments, to erect monuments consisting of handsome 
granite markers with bronze tablets for each of 
the United States regular commands represented 
in the great battle. There will be 45 of these 
markers still to be contracted for. 







































































































Business Growing. 


NortH VERNON, IND., October 31.—Murray @& 
Shuter, the leading monument firm of North Ver 
non, Ind., are doing some very nice work. They 
have just completed two granite cap jobs at Hay- 
den, Ind., as well as a $500.00 granite cap job at 
Vernon, Ind. 

They are doing all of their work by hand but 
expect to put in pneumatic tools in the spring 
This growing concern has only been in business 
since last March, being the successors to J. C. For 
burger. 





A Fine Mausoleum. 


PANA, ILL., October 21.—Messrs. Tate & Metcalf, 
proprietors of the Pana Monument Works, of this 
city, have contracted with G. V. Penwell for the 
erection of an elaborate mausoleum to be complet 
ed within six months at Linwood cemetery at a 
of $12,000.00. 

There will be in the structure several hundred 
tons of stone, much of it of a very fine quality 
marble and granite. The main body will be of 
Caden stone, a species of limestone from Ken 
tucky, of which alone, it is stated, there will be 
nearly 250 tons. 

The interior will be finished in polished Ver 
mont marble. The doors will be of massive bronze 
Four massive columns of polished Barre granite 


cost 


will adorn the facade, which will also contain 
other attractive features. 
Provision will be made for thirty-two cata 


combs. 





Progressive Firm in Central New York. 


SENECA Fats, N. Y., October 15.—The leading 
monumental concern of this section is the firm of 
W. & J. Littlejohn, of this place. Several years 
ago they equipped their plant with an air com- 
pressor and pneumatic tools for carving purposes 
as well as for surfacing and polishing. The ex- 
treme economy of operating their compressor is 
unique. It requires thirty h. p. to drive, and costs 
absolutely nothing for the reason that it is propell- 
ed by water power which is already harnessed. 
The minimum cost estimated to operate this com- 
pressor by steam would be almost $1,500.00 a year. 
The compressor plant was put in by Ingersoll: 
Sergeant Co., of New York, and was located 15 
feet below the surface of the ground in order to 
obtain the coolest and cleanest air possible for the 
purpose. This concern receives all their granite 
direct from the quarry operators in the shape of 








MONUMENT 


WORKS OF W. & J. 


LITTLEJOHN, 
SENECA FALLS, N. Y. 
rough blocks and every part of the manufacturing 
of them into finished memorials is performed In 
their own shop. The larger part of the delicate 
carving so popular in the high class monumental 
work of the present day is done by the use of the 
Kotton pneumatic hammers. This concern was 
one of the first between Albany and Buffalo to put 
in a complete up-to-date equipment and their bus- 
iness has expanded immensely in the last two and 
one-half years and is constantly growing into big- 
ger things. The firm was originally established in 
1860, before any such equipment had been invent- 
ed and like all monumental establishments of that 
time the work was carried on by hand on a much 
smaller scale. 





Must Increase Facilities. 


ALLIANCE, Onto, October 10.—Ira T. Tullis & 
Sons have erected four very handsome monuments 
within the last two weeks, two of Quincy granite, 
one of Westerly granite, and one from Barre 
This firm has about completed plans for raising 
and enlarging their plant so as to take care of the 
steadily growing business. 
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Monumental Trade of England To-Day and 
Twenty-Five Years Ago. 
BY T Ww AYDON 
Giving a retrospect for the last 25 years may De 
hought rather too short a period of time for a 
cubject like the monumental trade, which may 
claim to some antiquity, examples of memorials, 
be 


erected to perpetuate the memory of the dead 


ing in existence, dat‘ng many years before 

Christian era, if the history of them which has 
been written may: be relied upon as correct, that 
we leave, some part may be conjec‘ure, but much 
truth also must be in these records of the memo- 
rials erected in ancient times. The last 25 years 
has, without doubt, seen more progress made in 
the invention of new machines and appliances 
for the quarrying and manufacture of granite, 
marble, and stone than in any similar period of 
time previous to the last quarter of a century. 
For at the present time it may be considered that 
if the methods now in use are not perfect, at least 
hey approach so near to it that to invent some- 
thing tu supplant these now in nu yuld seen 
almost impossible; to enumerate the many new 
inventions of late years which may be said to 
have revolutionized the trade is no easy matter. 
For instance, quarrying of granite and other ma- 
terials used in the trade, instead of the old meth- 
ods practiced, the most of them done by hand 
labor, we find all so much improved at the pres- 
ent time as to make one wonder at the ingenious 
methods that have been found out and brought 
into operation; instead of the old-fashioned and 
clumsy cranes, we find up-to-date machines for 
this purpose, driven by electric power, formerly 
unknown, and all the parts improved so much 
that we see huge blocks manipulated and placed 
where the operator wishes, with no more effort 
seemingly than the pressing of a button with the 
fuger, or the pullin of a sma ever . 


hand. Compare also the difference in the drillir 


of holes and chasing of grooves in the quarries for 
getting the blocks as required, instead of men 
with picks, hammers, and jumpers: you see com- 
pressed air requisitioned and the pneumatic dril 
operating, doing the wo with no effort apparent 
ly and in much less time; there is also the heli- 
coidal saw, which has worked wonders in making 
it possible for securing much larger blocks, and 
with a minimum of waste of material: then a 
word as to the improvements in explosives for 
blasting. Formerly powder was the only thing 
used, in some places lime. Now several are in 
the market, some of them exceeding the power of 
dynamite, costing less, and which do not destroy 
so much material in blasting, one report of which 
is given in an American contemporary named 
Mitchellite. It is smokeless; it produces no gen- 
eration of noxious gases, which is a great advan- 
tage; the new explosive is in appearance like 
coral, considerably lighter than dynamite. and 

vse resembles granulated sugar. It can only be 
fired by an electric spark with percussion cap, and 
therefore safe to handle. It can be exploded in 
water as well as dry, and half a round of it will 
do the work of three pounds of dynamite. and it 
s cheaper than the last named matertal. So much 
for the improvements in the methods for quarry 
ing. We pass on to the methods for the manu- 
facture of the material quarried into monuments 
nd all the other articles for which granite. marb 


and stone are adapted, and compare the present 


with those in operation years ago At present 
in many places machinery driven by electricity, 
or gas, the old method of producing motive power, 
steam being the exception; then note the improve- 
ments in sawing marble and granite. The saw- 
ing frames now are so much improved that in 
Stead of the heavy and slow-motioned saws form 
erly used, we now have them ligliter and quicker 
n motion, and the pressure upon the ‘ ! 


so arranged mechanically that, given the feed. is 


» 





t = + 

properly applied; these new frames will saw more 
an the old patterns by 40 to 50 per cent. With 
regard to floats, nothing very special. or what 
may be termed an improvement, hag been done 
unless it be in the arrangement of the pivot upon 
which it revolves, and instead of the table being 
in one piece, it is now fitted etl S¢ 

tions. Great improvements have been made in 
rubbing and polishing machinery the vertical 
shafted circular disc, which can be manipulated 
Ly hand to cover 36 feet super, and which can do 
the work of surfacing very expeditiously; then 
another machine for similar work, called the Jen- 
ry Lind polisher, which is capable of doing the 


work of polishing equal to five or six men; then 
comes the pneumatic toils for surfacing, mould- 
ing, drilling, ete.; in fact, this wonderful inven- 
tion has made the working of granite especially, 
so that manufactured granite can now be produc- 


ed at a much less cost than it could be previous 
to its introduction. This tool is also of the great- 
ing of hard stone and mar- 
ble: as for other appliances, it may be that lathes 
have remained much the same as formerly, and 
also machines for drilling, but for lifting purposes 
great advance has been made in both travelling 
and jib cranes. I remember when I first enteree 
the firm of marble workers, etc., in 1873—and 
where 1 was employed over thirty years—this firm 





est possible use in work 





} t 


was then considered o be the bes equipped lor 
t in the provinces, that there was 


machine . 


ry, 
Lo lifting crane other than two hand cranes, all 


large blocks of marble were removed from the 
railway lurries io the saw frames by screw jacks, 
hand levers ollegs, et As for sawing frames, 


these were huge, ponderous affairs that would not 
be tolerated at the present time, taking twice as 
much power as those now in use, and these frames 
were patented by one of the principals of the 
firn and wet erected I lifferent parts of 

country, and then considered the best to be had 
Many ‘other ippliances were then in operation 
which have had to give place to new and more 
improved ones, so that at the present time th 
machinery and other tools and appliances for the 
! roduction of finished work in granite 


ia o be iImost perfectior 





} ‘ , 1 
nd stone nA vy r¢ 


i s ‘ ' 
The difficulty now experienced by some manufac 
turers is to find work for their machinery, espe 


cially in the case of marble work, most of which 





now comes into this country ready worked. Twen 
ty-five vears ago few marble monuments were Im 
ported compared with the importation of these 
now: and other kinds of marble work, such as 
himney-p F 1 fo oO r interior purposes, 
all is, or most of it, done abroad It was nothing 


unusual then to see ten or twelve marble masons 
tly, where now you only find one 


at work constan 
or two. and these kept solely for fitting and fix- 
ing of the finished work imported. It is a difficult 
matter to find from this cause aione a good all 
round marble mason, or a duly bound apprentice 
there being under present circumstances no re 
quirements for such. True, youths are employed 
but these are for the most part kept to all kinds 
of work now connected with the business of mar 
ble workers, which includes tiles, brick, stone 
concre’e, mosa terrattzo. steel, iron, copper, etc 
As regards the trade of the monumental mason In 
particular, at the present time his business may 
be termed as only a distributor; the only work 
for him now is to fix up the work, except the let- 
tering or any alteration to the work as it comes 
to his hand which may be necessary in cases where 
something has occurred since the work was or 
dered in Italy or other foreign countries, and now 





janger of the monumental mason los 





he distribution of these ready-made memorials 
there are 2 great number of memorials erected 
y the foreigners who make them How far this 


develop remains to be seen; the ma 





+ 


t 
will further 


or f 1 Wo! fo nteriors such as 


flooring, wall lining, and marble decorative work 
being now placed tm situ Dy the foreigner So 


much for the present as compared with the past 


We must now have a word or two in reference to 
the progress in the granite trade made during the 
last three decades Much greater {!mprovements 


have been made i! than im marble: at least, 





that is mv impression, for the sawing of granite 
was then in its infancy | remember at that time 
that one of the leading firms in Aberdeen—TI be 
lieve the first to make the attempt to saw granite 
nto sla! had put up sawing frames, and had 
mntracted t pply an American order for slabs 


These slabs w it out of bloc which had been 
1 the saws for over twelve months. the machines 
TY T r If or e} Tol q ‘ 
then if a slab could be sawn as ‘hin as they saw 
them now. the manufacturer would no doubt have 
epnswered in the negative It is no difficulty for 
them to sunnlv slabs of fairly "ve superfices 1 
neh in thickne The most wonderful tool thar 
has. perhars. altered the whole phase of granite 
s. without doubt. the pneumatic tool, al! 
is of d ate work being now possible which 
ous to this were onsidered impossible. Then 


next to “his the abrasives which are now used 
and which onlv a few vears avo were unknown 
Carborundum. for instance, which will eut equa: 
to the diamond and is used in powder or in blocks 
of different degrees of coarseness and size, also 


wheels for grinding, et have made it possible 
to manipulate this hard and obstinate material 
imilar to ordinary stone They have also been 
he leaders in adopting the latest and best ma- 
hinery into the working of granite, and for lift- 
ing purposes have acquired all the latest improve. 
ments I I 5 »w irge some Ol 
their yards al you Ww find that some arrange, 
ment is made for reaching every part of it witn 
one For everyone in the trade out of Aberdeen, 
or other places where granite is worked, nothing 
more interesting could be than a visit to them, 
and be shown over by some of the proprietors or 
their managers, and to see the different processes 
which such an obstinate material passes through 
inti] you see the finished wor an not help but 
nake you wonder at t seeming ease with which 
such beautiful material is subdued to the will of 
man The number of different granites in use 
now to what were generally supplied in the sev 
enties quires a ide} ) enumerate and name 


t 
} 








them. Then only a few were worked—for in 
stance, Rubislaw, Dyce, Peterhead, Hill and Fare, 
Kemnay and Labrador, and now we have all the 


foreign granites in a nceivable colors. Some 
of them we give their names, but which do not in 
clude the whole of them now in the market 


These are Birkha Grey, Bremer Grey, Bonaccord 
Black, Russian Blue, Russian Green, International 
Blue, Royal Blue, Blue Pearl, Em_rald Pearl, Bal- 
moral Red, Beers Red, Carnation Red, Red Swede, 
Rose Swede, et With such an assortment as 
this, what might be done in the making of beau 
tiful granite wor) ther as memorials or struc 
tural work for buildings The development of 
granite working in America during the last few 


vears has been simply 1 ! So much en 
ergy and enterprise has been exercised that the 
business has extended by leaps and bounds. unttl 


at the present this siness has become of such 
magnitude that one may well wonder at such 
rapid growth They hav without doubt, all tne 
latest and best a} ances for the manufacture and 
quarrying of grar n the world. Several papers 
are published to further the interests of this trade 
exclusively; schools of instruction for young men 
in the trade to learn designing, modeling. and 





hilled 
Steel Shot 


Warranted Superior to All Other Abrasives for 
Sawng, Rubbing and Grinding Granite, 
Marble, Sandstone, or Any Other 
Hard Substances. 


Granite Stain Eradicator 


Which we guarantee will permanently remove al! 
Iron, Sap and Oil Stains from Granite 
without injury to the stone. 


We are positively the largest concern in this 
country handling Granite and Marble Polishers’ 
Supplies exclusively. We sell Carborundum Grains 
and Bricks, Emery Grains and Bricks, Waddells 
and “Ox” Putty Powder, Pure Mexican Felt, Red 
Beach Plaster, Tampico Scrub and Steel Wire 
Srushes, Red, Blue and Brown Grits, Scotch Hone, 
Oxalic Acid, Selected Lump Pumice Stone, Com- 
bination Boxes for hand polishers of both mar- 
ble and i ete., ete. Remember we posal- 
tively e the Quality of everything we 
sell. This ys insures your getting the Very 


are manufactured 








Satisfaction Guarantced. 
Correspondence Solicited. 


NATHAN C. HARRISON, General Agent. 


Harrison Supply Co. 


32-35 India Wharf, Boston. Mass. 
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everything else that will benefit tem in this line 
of business being established. Associations of 
masters organized where they can meet and dis- 
cuss any matter that may crop up to their mutual 
advantage. Intelligent workmen are there given 
every encouragement to find out something new 
in the invention of some labor saving tool or ma- 
chine, and helped to get it patented if he has not 
the means to do so himself. There is every rea 
son to expect that the business of granite working 
in America will still pass 
the signs of life are so vigorous : 

A few words about the change in the designs of 
what were in general vogue 
twenty-five years ago Memorials now are for th 
most ‘part crosses and headstones, etc., this sign 
or a symbol is shown upon them, indicating that 
the memorial is intended to represent a Christian 
burial Obelisks, pediment headstones, and de- 
signs of classic order of architecture are now the 
exception. This is a distinct advance, and one 
which it is hoped may keep increasing until no 
other memorial will be deemed by us as suitable 
to put upon the graves of our dead friends and 
relatives, but design will be treated on in a suc- 
ceeding paper shortly. 

Lettering has also very much improved during 
the last few years. The early part of my expert 


increase as the years 


memorials now to 


ence in the trade—some thirty years back—let- 
ters in lead were just being introduced into the 


best establishments in the provinces, and it wa 
considered of some importance for them to accom 
plish such an operation, which up to that time hai 
been exclusively London work. How different the 
process in doing this kind of work now to what 
it was then, molten lead being then considered the 
only way to get a solid letter in lead. Now we 
find that this ductile material can be hammered 
into the prepared letter space out of cold sheet or 
su'table lead wire, which, with pa‘ent tools, make 
this operation appear so easy to accomplish. Let 
tering in bun-metal, bronze may now be said to 
be common as compared with .wenty-five years 


ago. Methods of modeling casting fitting into dif 
ferent materials used in the monumental business 


will be given in my contribution in this series or 
papers. To sum up, the progress made in the 
monumental trade during the years spoken of is 
sufficient for us to congratulate ourselves that we 


have still possibilities of further developments; 
that there are still signs of growth, and given 
inat some of the things that threaten to usurp 


the home trade are eliminated and spoken of in 
‘his article, we may then look to the future with 
hopeful feelings, and may reasonably expect to see 
as much improvement in the next twenty-five 
years as has been accomplished in the last—Stone 
Trades Journal. 





Report a Growing Business. 


Octobe 10.—Callaban Bros 
monument dealers of this city, heve inst erected 
a fine monument of Quincy granite to the mem 
orv of the late William Glenn, at Vinton, O. Cal 
lahan Bros. report a geod business and 
state that their branching out vers 
satisfactorily. 


GALLOPOLIS, O., 


season's 


business is 





Original Ideas at Work. 


Beprorp, Towa, October 9 
manager of the Iowa and Missouri Granite and 
Marble Co., has purchased another car of fine 
vranite monuments to keep up his stock and re 
place those that were taken out by recent 
This concern is very enterprising and have origi 
nal ideas of their own which is expressed by a 
very large collection of photographs of monuments 
taken especially for their collection in forty or fifty 
of the leading cemeteries of the country. In this 
way a faithful idea of the apnearance of almost 
any style of monument is presented to the consid 
eration of the intended customer, who is thus en 
abled to see just how his selection of a monument 
would look after it is set up in the cemetery, by 
separating it from its neighborsrin the show room 
of the monumental establishment and supovlving 
the combination of surroundings that it will have 
in the cemetery. In explanation of this original 
idea Mr. Van Nostrand says “There is no guess 
work aoout our new system, for what we show our 
customers is an actual photograph of a monument 
similar to the one he has selected from our stock, 
and not a fancy lithogranvh like unto no monument 
on earth and besides, with our picture system, we 
give every customer the advantage of practie?})\ 
visiting all of these great cemeteries from which 
to gather his ideas.” 


Chas. Van Nostrand 


sales 





Use Georgia Marble. 


Hoy Miss., October 22.—W. B. Brad- 
berry, proprietor of the Holly Springs Marble 
Works has been awarded the contract to erect a 
Confederate monument in Oxford, Miss., to cost 
$3,000.00. The entire monument will be of Geor 
gia marble except the statue which wil! be of 
Italian marble 


SPRINGS, 


New Shop to Be Started. 

WAKEMAN, Onto, October 11.—Martin M. Ryan, 
formerly of Norwalk, O., has moved to this place 
and secured a location where he intends to open 
a monumental shop. He is «a man of considerable 
experience in this special line and that he 
can build up a big business in this locality. 


feels 





The Thomas Monument. 


NASHVILLE, TENN., October 8.—The contract for 
the monument which the employes of the Nash 
ville, Chattanooga and St. Louis’ Railway will 
erect to the late president, Maj. John W. Thomas, 
in Centennial Park, was awarded to the Winns 
horo Granite Co., of Rion, S. C. The cost will be 
$18,000.00. The monument will be one of the most 
elaborate in the South. The pedestal, of blue gran 
ite seventeen feet high, will be surmounted by a 
nine foot bronze statue. There will be a granite 
platform of 40 feet square and 5 feet high, sur- 
mounted by a base eleven feet square, a die and 
cap of proper proportion. At the corners will be 
granite posts for electric lights 





Soldiers’ Monument. 


Dowaciac, Micu., October 23.—After three years 
of soliciting and arduous work by the committee 
the soldiers’ monument for Dowagiac has reached 
the stage of a sure thing, the last act being the 
awarding of a contract this week for the erection 
of the shaft to the J. M. Sullivan Monument Co 
of Minneapolis. The shaft will be 36 feet 
in height and will stand on 2 base 16 feet 6 inches 
square. At the base there are to be four soldier 
figures and at the top a bronze bearer holding a 
flag. The figures are to be of Westerlv granite 
and the shaft of light Barre granite The total 
cost is to he $6,000.00 

Messrs. Edwards & Rutherford. the Dow?»gia* 
monumental dealers, were the hottest competitors 
of the Minneapolis concern in the competition 
that was participated in by a large number of 
dealers. 





Mr. A. A. Bianchi, of Charles Bianchi & Sons. 
Barre, Vt.. was a Louisville visitor this past 
month. He reported after a visit to a number of 
their customers that orders were plentiful, espec 
ially in the Northland and the volume of business 
with the retailers called on has been quite satis 
factory He looks forward to an active winter in 
the sheds and in speakine about trade conditions 
he remarked that if qualitv and quentity deliv 
ered from the manufacturer to the dealer could be 
the watchword, it would mean more prosnerity to 
the operator in the business. and the dead men or 
their representatives would have no cause to com 
plain because a monument in the cemetery is‘an 
advertisement for the dealer and the manufactur 
er, if it is attractive that effort has 
been put on it tc make it 


and shows 


valusble 


will meet in annual 
City. Iowa. C. J 
Association, said s° 


The Towa monument 
conclave this vear at 
Field, secretary of the 


men 
Sioux 


Iowa 


The Extra Dark Marble Quarry, at Watertown, 
N. Y.. has not been unable to run owing to short 
age of coal, although they have orders on hand 
to keen them busy for some time to come 

O. P. Poe, president: R M. Rayk, vice president 
and J. W. Gray, secreterv owning the Rock Hill 
S C., Stone Co.. have made considerable progress 
in their year’s business at that point where they 
do a monument and building stone business. Hav 
ing a finely equipped mill, they are able to take 
care of the needs of the community 





OBITUARY. 





Vr. Chas 
Chas 


Rojahn, of the 
Rojahn & Son 


well known marble 
firm of Peoria, Tll.. died re 
cently 

Mr. William E. Crumbro. of the Crumbro Stone 
Co.. New Albany, Ind., died about a week ago. 


N. Y. CORRESPONDENCE. 
(Continued from 
Municipal Art Commission Approves Bridge Approach. 

Encouraging news is had in the announcement 
that the Art Commission has at last approved the 
design for the Long Island City approach to the 
new Blackwells Island bridge. 

This means that the contracts for the steel and 
masonry work on the Long Island City side of the 
structure will probably be let in a short while 
In fact it has been said by one in a position to 
know that the contracts will be awarded by the 
middle of this month. 

Already condemnation proceedings for the ac- 
quisition of land for the Long Island City ap- 
proach to the bridge have been started. 

The local commission which has charge of the 
work consists of John W. Bennett, Frederick Bow- 
ley and L. N. Manley, the first named being chair 
man. They will hold meetings at 258 Broadway, 
Manhattan. 

Unusual activity has been noticed in the pro- 
eress of the work on the steel superstructure of 
the bridge. Some of the steel for the section be- 
tween the two piers on the Long Island side, span- 
ning Vernon avenue has been put in place. The 
first beams of the section that will span the river 
have been put in place over on Blackwells Island 
The cantilever structure is slowty being worked 
out from the Island pier over the water. 

It ts Castle Horgan By-the-Sea. 

Arthur J. Horgan, member of the firm of Hor- 
gan & Slattery, better known as “the Tammany 
architects,” has just completed a vreat structure 
whieh attracts the attention of all visitors he- 
cause of is remarkable architectural features. at 
Deal Beach, N. J., the summer home of New 
York’s millionaires. The big house is much han- 
somer inside than outside, and that is saying a 
great deal. 

A bold hand traced the outlines of the great stone 
brick and cement pile which has hoth Colonial and 


page 16.) 





Itelian characteristics Evervthing about it is 
big—so big some of the neighbors say, that It 
looks like a great public building. but it is svm 


metrical and certainly zives the impression of be- 
ing cool and comfortable. Estimates of the cost 
of the building range from $89.000.00 to $2900. 
000.00. There is a natvral tendenev to overesti 
mate the cost hecause Mr. Horgan has been very 
artistic In his imitations 

All the floors on the first storv. which contains 
eight rooms, are of stone in various patterns. A 
long hall. with a vaulted ceiling. extends from 
the east front to the imposing liviine room. 59 
by 40 feet which extends the entire width of the 
house. On the west end is a large sum nartor. 
A parlor, breakfast room. library and large din- 
ing room are also on this floor. The last named 
room is an imposing thing, with Persian tanestrv 
representing the foundation of Rome and the Fall 
of Troy on its walls. Olive green and red are the 
principal wall colors of the other rooms 

On reaching the second floor—there are only 
two—by a rich looking marble stairway in the 
center of the house, which meets a landing half 
wav un, where stands a statve § renresenting 
“Architecture,” and then divides and turns either 
side. Hardwood floors are fonnd there. thirteen 
bedrooms, cosy retreats of all and a well 
appointed Turkish bath are on this floor. Plain 
cool looking coloring is in evidence on everv hand 

To clean this great tructure 2 vacuum plant 
has been installed and the cooling system ‘s ready 
for operation on very hot davs 

The strin of ground on which the honse stands 
is 450150 feet. and there is plenty of lawn. It 
is almost two blocks from the orean and almost 
1.000 feet away from the railroad ststion 

“We intend to make this our permanent home” 
said Mrs. Horgan. “When everything is settled 
we will be comfortable in summer and winter.” 


sizes 





The peovle who give the closest attention to 
their ernusher operations, esnecially those ww! 
employ their’ crushers as 2 side issne soon find 
that it has cost them practically nothing in eam 
parison with the income that it will earn. A lit 
tle consideration and study of the crusher feature 
to almost any quarrv operation will lead to verv 
profitable returns. The Sturtevant Mill Co. make 
° specialtv of investigating and recommending 
the exactly proper machine for each separate case 
nresented for their advice, and the lone vears of 
their successful rock breaking. ecrushine. erind- 
ing and sereening installations, is a euarantee 
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The Faddist in Marble 


Looking backward into history we find the fad 
st who discovered a use for the various colors an 


shapes of marble found in Greece, Italy and Asia 


and he made such good use of his skill and disco 
eries that the sight-seer of to-day will go around 
the world to see and study the handiwork of the 
irtist and thus brings out the thought that withou 
the raw material the artist could not have shown 
what was in him and that is why Carrara marble 


t 


juarries are famous and have been instrument 


in making Florence and Rome show places of tl 
world. As wW look about us to-day n our own 
country, the public building th hostelr the 


home is made more charming and attractive b 
the molding into shape and form the marble o 
America and while yet the quarries of Europe 
are still called upon to furnish material the devel 
opment in the past few years-of marble eposit 
in Vermont, Georgia, the Pacific Coast States an 
other sections has led to a portrayal of t wealt 
f beauty in marble in our own country nd al 
ve need to become a show place and educa 
the world is to use our brain and energy to origi 
nate by the use of the skill that we find in our 
own people and promote the use of our own pro 
luets in the interior decorations and educate ou! 
elves to acceptance of the artistic and then we 
have our commercialism which is commented on 
<0 much, sugar coated and made easy to administe 


and take 


An Important Failure. 

The application for a receiver made by the Co 
lumbian Marble Quarrying Co., of Rutland, Vt 
on the second of October was grantel by Judgt 
W. W. Miles and the following were appointed 
receivers: Dr. John A. Mead, H. F. Field, and 
Newman K. Chaffee This failure was due to 
slow collections and the court authorized the 1 
ceivers to borrow $40,000.00 to care 
claims and to continue the isiness 
the contracts on the books The principal stoci 
holder, president and manager of this compan) 
was Senator J. Forrest Manning and a xe bus 


or pressing 


o carry out 





iness was conducted It seems the Columbian Co 
had been securing part of their raw material from 





the Eastman Marble Co. anid a! in their deb 
some $8,000.00 and the Eastmans refused the t 
eivers of the Columbian ompanv the privilege 
of taking more stock from their quarries ut upon 
implication to Judge Geo. M. Power of the § 
preme Court, of Vermont mm «oinjunctior va 
inted against the Eastman comranv but that 
ympany refused to obey same 1 further litiga 
mm will probably follow 
The liabilities of the Columbian Marble Mar 
facturing Co. are large and son ‘ our goo 
frieneés are interested with large : mr 
‘ssets are composed of a goo ¢ ! al an) 
actvring plant and it is said | some that the 
use of the failure was due to selling of marble 
at too near the cost line It is honed. howeve 
hat the large contracts in han! an’ those 
ect will allow the resumption of the business 


more substantial basis 


Interior Work. 


As an illustration of the poss 
greater sale of interior marble we 
if the large Pennsylv: station in New York City 
which will have a waiting room as high as § 
Peter’s at Rome, 327 feet by 11° feet and 150 feet 
from the floor to the ceiling. If the wainscoting 
ind weather pillars alone we 
’r some other kind of marble it would be show 
room for the world and there no reason under 
heaven, if the right pressure is brought to bear 
that all public buildings of this character should 





‘e reminded 








Dut up in tre 





regi 





not be furnished with this or other American 
marbles However. these gz 
lost each succeeding month by the “dog eat 






1d opportunities 





policy of the material interests, locally and 
a craft and more often, also, from lack of edu 
cation presented in an organized form. Why do 
the marble men of America satisfy themselves 
with a spasmodic personal effort to make the 





rchitect, consumer and contractor see what they 


° 


have done or might do with the opportunity 


The new Ogden Armour residence of C 
will be finished with Alabama White Marble Co.'s 
product of Talladega, Ala. This quarry also fur 
nished the marble for the new Custom House of 
New York City, and the Day and Night bank at 
{8d and Sth avenue in that city 





The Duchess County Marble Co quarries a 
South Dover, N. Y., } been organized to quarry 
marble and stone with a capital of five hundred 


as 


housand dollars. The incorporators were K. L 
Franklin, 43 Exchange place, E. Martin and M 


Tallaferro Loudon, of ~w York City 








Plymier Bros., of San Francisco, Cal., have s« 
cured the new marble quarry property near Lun 
ning, New Mexico. The colors are salmon, pink 
blac 


white, black and vari-colored and will take a high 


The Vermont Marble Co.’s operations at Belde: 
Vt.. are quite active and this with other industries 
has given the town new life 


General Manager W. M. Crawford, of the Quake 
Marbl Co. of Friendsville. Tenn reports that 


notwithstanding the wet weather operations have 


heen active at their marble quarry The officers 
ind stockholders of this company are largely from 
Flint, Mich The other officers are Frank Du! 
lan resident, L. G. Goodenough, treasurer and 


Arthur MelIntire, secretary: the latter with gener 
1] manager Crawford are at the operations in 


Tennessee 


The St. Lawrance Marble Works at Governeur 
N. Y., owing to an increased business have added 
two more gang saws making en in all 1 new 
channeler was added and is now at work in thelr 


new dark blue querry 
4 company is soon to be organized at Thermo 
polis, Wyo., to work an excellent marble deposi 
near that place It is brown in color and takes a 
fine polish 

Electricity for power has been successfully in 
stalled at the mill of the St. Lawrance Marble Ce 
at Gouverneur, N. Y., which further illusirates 
the usefulness of independent motors and con 


solidated power plants discussed in another col 


imn 

The Wege Marble and Tile Wor of Columbus 
Ohio. have successfully settled the labor troubles 
n their marble works 


THE OOLITIC DISTRICT. 


(Continued fron pad a4 
The Bloomington-Bedford Stone Co. is the name 
the newly incorporated quarrying concern, 6! 
hich Mr. Blair is the manage The quarry is 
located only about three-quarters of a mile from 
the mill, close to the outskirts of Bloomington 
There is eighty-five acres in the tract and a goo 





floor has been stripped in readiness for setting up 
the derricks later on so as to begin taking out 
the first floor early in the When the time 
comes they w begin as regular as a clock 

that is part of Billy Blair’s business system \ 


notice of the incorporation of this company was 
rinted last month If core drills mean anything 
ind if management counts have a good prop 
tion facilities are 
issured by the Illinois Central, which will reach 
he quarry by January 1 
John Hunter ‘is running his mill largely on 
Eastern orders, and his quarry is now pushing 
these closing days of good weather to provide 
stock enough to keep the gangs supplied wit 
stone during the long winter run 
MeMillan & Son, whose big mill is located just 





sition for first-class tran 


south of this city, havé enjoyed their full share 
of the season's prosperity While there has seer 
ed to be no end to the business, still plenty of 


stone has been available all the time, and the su] 
ply now being provided from the quarry assures 
the run of the p ! 
ing in 

Henry Woolry, of the Big Four Quarries Com 
bination, is a busy man these days, with quarrie 
lying both to the north and south of town, an 
with a large volume of Eastern orders for rough 


piv begins com 





stock to take care of besides several important 
local contracts with mills in Bloomington, he has 
no time to lose Lll four of these quarries have 
his year, and stil 
a few days, taking ad 


made a record breal 





they are pushing on f 
vantage of the fine quarrying weather 


The Consolidated have had the biggest seasot 
of their history and are still running the quarry at 
least enough to take care of the stone already 
moved from the natural bed Their mill is weli 
provided with sto I oth buff and blue, and 


there will not be a minute los for they have 


orders on hand now at will keep them busy 
right along 
Hoadley Bro mill is having the same stride of 


ty recorded last month They are putting 
up a commodious itting shed for their hand cu 
ters and carvers, for, besides the regular machine 





prosperi 


work of the stone mill they make a specialty of 
getting out all the details of the job as well as 
the construction feature in some cases 

The Monarch Stone Co. are still busy in both 
quarry and mill 

The Central Oolitic Stone Co. are running their 
gangs and planers fourteen hours Fred Frank 
the manager of the plant says that they run night 
and day most of the summer, but not on any pat 
ticularly large job. On their siding was the first 
car going out to a irge ank order at Ottawa 
Canada 

Mr A. E. Dickinson, of the Bedford Quarries 
Co., Chicago, Ill., and Bedford, Ind., and Mr. Rob 
ert Reed, of Bedford. were BI mington visitors 
to-day 


Elmer Hoadley, of the firm of Hoadley Brothers 
committed suicide November 1, by shooting him 
elf thro:gh the head in his roon The deceased 
leaves a widow and two children He was an 
expert stone man, the son of Mr. J. Hoadley, of 
Stinesville, one of the pioneers of Indiana lime 
stone For a long time he has been much run 
down in health, having taken the course of trear 
ment at the Keely Hospital several times. and 
despondency over his physical condition is as 
Signed as the cause leading up to this last rash 
act. His business affairs run in a very prosper 


ous and promising condition 





SCHNEIDER GRANITE Co: 


(Continued fron page 


tal purposes, being very extensively used all over 
the United States and having practically supe 


ceded the imported red 


The company, although straining every point t» 
take care of their immense trade, have been able 
to make very prompt shipments thus far on ac 
count of their tremendous capacity 

The quarries are i the foot of Ozark Mour 
tains, being four miles from Iron Mountain, Mo 
The company owns its own tracks to the quarrie 
and handle all cars with their own locomotives 
There are over forty acres of granite and there 
are four openivgs or quarries now in operation 

Mr. R. P. Schneider, the vice president of the 
company, spends most of his time at the quarries 

Mr. R. J. McArthur is the superintendent and 
Mr. Thos. M. Jones, the foreman. There are abo 
150 men employed at the quarries at present. The 
Schneider Granite Co. operate their own genera 





store, which is very complete and handles every 
thing to eat and wear t Schneiderville, where 
most of the employees liv« The quarry is equip 
ped throughout with ompressed air, having a 


Leyner air compressor with ample capacity. They 
: 


operate three Ingersoll-Rand steam drills, and fivs 
Kotten air drills. They have four derricks 55 


feet in height with 55 feet boom In additior 
fhey have five turning lath: a Jennie Lind pol 
isher, one Kotten irfacer and two Kotten letter 
ing tools; their equipment enabling them to turt 


out almost any sized column 
In the yards. they operate a traveling crane of 


twenty tons capacity 
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Slate. 

















Slate Trade Abroad. 
England’s slate trade does not seem to have re 
from the general im 
Employment in the 


ceived very much advantage 
provement in other circles 
Welsh quarries is still slack, and, although fair 
in the Festiniog and Carnarvon districts, is with 
out upward movement. In the Ballachulish (Ar- 
gylishire) quarries, only five days a week were 
worked and there seems to be no signs of better- 
ment of conditions. More expensive slates, as 
from the Westmoreland and Cumberland districts, 
continue the even tenor of their way. The for 
eign slates are also subject to very little fluctua 
tion one way or the other, and all share in the 
general dullness. 


Methods of Testing Slate. 


Methods of testing the elasticity, absorption, 
fissility and resistance of roofing slates have been 
in use for many years, and many more or less 
complete chemical analyses of have been 
published. In recent years, however, more exact 
methods of reaching these results have been de- 


slates 


vised. All such methods have been brought to 
gether in the bulletin (No. 275) on the slate de 
posits and slate industry of the United States 
which Mr. T. Nelson Dale, of the United States 
Geological Survey, has recently prepared. 

Tests are given by Mr. Dale for determining 
the sonorousness, cleavability, cross fracture or 


“sculping,” character of cleavage surface, 
ence of lime, the color and discoloration, the pres- 
ence of clay, of marcasite, of magnetite, the 
strength, toughness or elasticity, density or spe- 
cific gravity, the porosity, hardness or abrasion, 
and the corrodibility of slates 

One of the most satisfactory and decisive tests 
of slate, in the opinion of Mr. Dale, is the micro- 
scopic anaylsis. A thin section of slate examined 
under the microscope will suffice to show the char 
acter of the cleavage, the presence of false cleav 
age, if any, the probable durability of the color, 
as well as the presence of any inineral constitu. 
ents likely to determine its other qualities, Mr. 
Dale quotes Merriman to the effect that chemica 
analysis give only imperfect conclusions regard 
ing the weathering qualities of slates and do not 
satisfactorily explain their physical properties. 


pres- 


Utilize the Waste Heap. 


In line with the investigations and experiments 
that of a necessity should be made at the quarry 
to arrive at the best and most economic produc 
tions of roofing and structural slate, the question 
cf the utilization of the waste heap is one that has 
been touched upon quite sparingly, if at all. 

Slate pencils were, up to a few years ago, all 
cut from solid slate just as it is dug from the 
earth, but pencils so made were objected to be 
cause of the grit contained in them, which would 
scratch the slate. To overcome this difficulty, an 
ingenious process was devised by which the slate 
was ground to a fine powder, all grit and foreign 
substances removed, and the powder bolted througn 
a cloth, similar to the manner in which flour Is 
bolted. The powder was then made into a dough. 
which was subjected to heavy hydraulic pressure 
and then cut into the desired lengths They were 
then air dried thoroughly when they were placea 
in steam baking kilns and proper!y tempered. 

This is one method of utilizing the waste heap, 
but with the advanced price of brick, both clay 


and cement, it would seem that the waste of the 
slate quarry might be utilized in being crushed. 
mixed up in some sort of a pug mill and then 


dried in a kiln at nominal expense. Certainly 
such a brick would be of commercial value in the 
building world, and the suggestion is made for 
what it may be worth. « 
The duty of a trade paper is to do all in its 
power to promote the business of the field in which 
works. The field of slate certainly needs more 


than ordinary attention. The quality is in the 
material. There is abundant capital invested to 
produce the material and abundant brains in the 
industry. The only thing that would seem neces 
sary now, is to make a good hard drive and keep 
at it. 


Needs Reformation. 


The year 1906 has been a leader in the demand 
and consumption of all materials used in the con- 


struction and erection of buildings of all kinds, 
and many of the structural materials have had 
the opportunity to and have taken advantage of 


the good prices prevailing. Slate, however, which 
for the purposes of roofing, and also interior work, 
table tops, kitchen floors, lava 


such as mantels, 


tories, etc., is in a class by itself, seems to have 
been practically at a standstill. 

One of the salient 
fairs is the matter of fact way in which the slate 


reasons for this state of af- 


business in general is conducted. It can not be 
called slip-shod, because every producer of slate 
is honest in his endeavor to get out the best quat- 
ity and largest quantity of slate from his quarry, 
but the habit seems to be to adhere to all the 
methods that have gone before in the quarrying 
and finishing of the slate, without any attempt to 
experiment with anything new in the way of ma- 
chinery or up-to-date improvements. 

After the slate is on the bank and ready for 
shipment, the men who have to do with the sell- 
ing, do not seem to have that get up and hustle 
that has characterized the growth and increase In 
consumption of all other American products. They 
have a certain set trade which order when In 
need of a certain amount or quality of slate, the 
order is shipped and the producer awaits untill 
another order comes in. There is no looking out 
for new fields, no knowledge of what the other 
fellow is doing in the other slate regions, no at- 
tempt to improve the condition of things, but 
simply waiting for trade to come in. There Is no 
industry in the world, if carried on under this 
method that could do other than deteriorate. 

Why can not the slate men follow out in the 
footsteps of the other industries, cement, brick, 
etc.; put the building supply dealer in touch with 
the meritorious points of slate for the purposes 
for which it is best fitted, and work with energy 
toward this end. At the same time, now that the 
winter season is on us, just sit down and take a 
careful survey of the year’s business as applicable 


to the quarry, see which item entering Into tne 
production of the slate is costing too much ant 
endeavor to remedy the evil. With the increase 


in production in 1905 over 19038, and a correspond- 
ing decrease in price between the two years, cer 


tainly the time has arrived when the. men in the 
slate business must progress, and every endeavor 


should be made in every department, from the 
taking up of the slate from the quarry to the re 
ceipt of remittance from the consumer to this end 


Freak in Slate. 


PoUuLTNEY, Vr., October 16.—C. W. Barker, man 
ager of the Mathews Slate Co., brought from the 
Boston quarry last week, a 7 x 10 roofing slate, 
imbedded in which were the two figures “one” 
and “seven” as close together as one could write 
them, making an almost perfect “17.” If luck 
comes from odd numbers, this should be very gooa 
evidence of future prosperity for the company. 





Disastrous Cave-In. 


Easton, Pa., October 25.—Stoddard & Son, of 
Bangor, Pa., who have been operating the Hower 
slate quarry at Danielsville, had a serious slide in 
the quarry, caused by the recent heavy rains, put- 
ting the quarry entirely out of commission ana 
necessitating its total abandonment. The hole ts 
500 feet deep and was three-quarters filled with 
debris. A new $5,000.00 pump was completely bu- 
ried, but luckily no loss of life was sustained 


Elects Officers. 

ALLENTOWN, Pa., October 17.—At a special meet- 
ing of the stockholders of the Union Slate Quarry, 
whose property is located in the North Whitekal! 
township, the following officers were elected for 
the ensuing year: Josiah K. Hoss, president: A 
D. Stauffer, secretary and treasurer 


Purchases Slate Property. 
SLATINGTON, Pa., October 22.—Howard H. Mis 
sior has just purchased from D. A. Weiss & Co., 
of Slatedale, fifteen acres of slate property at 
Slateford, for $8,000.00, which he will at once pro- 
ceed to develop. 





Spreading Out. 


Guens Fauus, N. Y., October 9.—W. F. Connor, 
of New York, and H. E. B. Barden, of Granville, 
both of Granite Slate Co., have recently purchased 
the S. G. Ayers property for $21,006.00. The fitm 
has about 200 acres and valuable slate depe@sits, 
having on it the Granville Slate Co.’s quarries anid 
the Bonanza slate quarry. 





Installine New Machinerx 

Fark HAvEeN, Vr., October 25.—The Fair Haven 
Marble and Marbleized Slate Co., say: “We have 
recently installed a new water wheel, one new 
saw and a new rope drive for operating our fin- 
ishing department. All of above at our mill 
plant. We have also installed a 40 h. p. Lidger- 
wood engine and a new incline at our green slate 
quarry. The outlook for business is good. The 
quarry mill of the John Jones Slate Co., at Castle- 
ton, Vt., was burned last night, throwing thirty 
men out of work. 

“A number of new quarries have been opened 
in this region this summer and some of them are 
producing well.” 


Starting on Large Scale. 


GRANVILLE, N. Y., October 26.—A new slate com- 
pany has been organized at Fair Haven to be 
known as the Acme Slate Co., with a capital stock 
of $100,000.00. The company was organized un- 
der the laws of the State of New York, the in- 
corporators being principally New York men, and 
the officers of the concern are as follows: Presi- 
dent, E. J. Whitehead; vice president, Nelson 
Strang; treasurer, Edward Westerbeke; secretary, 
William Westerbeke; manager, T. H. Kett. The 
board of directors are as follows: E. J. White- 
head, Edward Westerbeke, William Westerbeke, 
John Westerbeke and Nelson Strang, of New York 
City, and T. H. Keet, of Fair Haven. 

The concern has for some time been operating 
three quarries east of Fair Haven, and so well 
satisfied is the management with the outlook that 
hoisters and carriers will be installed and a mill 
built and properly equipped, the purpose being to 
manufacture everything in the line of roofing and 
milled slate for which there is at present an un- 
precedented demand. 

T. H. Kett, the manager of the new company, 
is a slate man of many years’ experience. He is 
capable and industrious, forceful and energetic, 
and with productive quarries properly equipped, 
buildings constructed and fitted with modern ma- 
chinery, there igs every reason why the Acme 
Slate Co. should rank with the best concerns in 
the slate business in western Vermont. 





The Columbia Slate Co. has been organized at 
Slatington, Pa., with a capital of $10,000.00. The 
incorporators are: Alfred P. Steckel, Horace B. 
Steckel and Ursulas A. Werley, of Slatington, ana 
Kate C. Froneberger, of Salisbury, N. C. 


Application has just been made to the State De- 
partment, at Harrisburg, Pa. for the incorpora- 
tion of Bowers Slate Co., of Bangor, Pa. with a 
capital of $15,000.00. 


Fire destroyed the boiler house at the Chrome 
Slate Quarry at Bangor, Pa., on October 13, caus- 
ing a loss of $1,000.00. 

The 
at West 
000.00. 
West 
Conn, 


Victor Slate Co. has been incorporated 
Sayville, N. Y., with a capital of $100,- 
The incorporators are: E. Westesléke. 

Sayville, and E. J. Whitcard, New Haven. 


_ Richard Bowton, who owns extensive slate quar- 
ries in North Wales, N. Y., is on an extended tour 


through Vermont, Canada and Newfoundland to 
examine slate veins, 


Hugh W. Evans and Patrick Malampy, of Gran- 
ville, N. Y., have been elected delegates of the In- 
ternational Slate Workers’ Union, which convenes 
in Bangor, Pa., November 5. : 





The International Marble Workers’ Union claim 
closed shop will be the only kind of shop in the 
United States. Have you already bowed to tne 
lords of creation—the Union Trust? 




















ROCK PRODUCTS. 


89 











© Side Calk. 

















Fine Record on Drills. 

The Sullivan Machinery Co., whose general of- 
fice is in the Railway Exchange building, Chicago, 
l1l.. are sending out a new bulletin describing the 
Sullivan plug drills for quarry and contract drills 
line of Sulli 
van drills are doing very satisfactory work in the 


Che returns indicate that the whole 


various fields where they have been used, and they 
have replaced hand work in a large 
quarries in all parts of the country. 

About the first of the year they introduced a 
new plug drill after a careful study in developing 
its strong points for and it is 
only after some splendid test runs that had been 
recorded for the new drill that it was finally con- 
sidered good enough to be offered in the market. 

As early in September, 1905, the work of de- 
veloping the new plug drill had reached ‘the test- 
ing point and at the Innes & Cruickshank Quarry 
Barre, Vt., the drill put in 160 three inch by five 
eighth inch holes in one hour. A little later in 
the Boutwell-Milne-Varnum quarry at Barre, 200 
similar holes were put down in one hour. After 
these very satisfactory record breaking tests the 
machine was considered complete and a very large 
and satisfactory sale upon them has been had 
this season. . 

In “Mine and Quarry,” the quarterly bulletin of 
the Sullivan Machinery Co., they give as a fron- 
tispiece a very good view, in colors, of their rock 
drills working in the Bas-Obispo Cut of the Pan- 
ama Canal and within they give a number of il- 
lustrations of the actual work which is being done 
at the great ditch which will ultimately connect 
the Pacific Ocean with the Caribbean Sea. A 
letter from the scene of activity states that no 
drills have as yet been put to work in the Culebra 
Cut which is considered by the engineers to be 
the most difficult undertaking of the great na- 
tional job. The first number also gives an article 
upon modern methods in an Illinois coal mine, 
the cleaving of granite by compressed air in the 
North Carolina quarries, and the power extension 
of the Chicago drainage canal. All these are pro- 
fusely illustrated so as to give a very clear idea 
of the engineering operations as well as the 
equipment that hag been provided for doing such 
work. Of course, this is advertising matter, pure 
and simple, for the Sullivan line of machinery 
but it incidentally contains quite a fund of edu- 
cational matter about the equipment of the quar- 
ry and mine. 


number of 


several months, 


Catalogue with Fine Features. 
The Ingersoll-Rand Co., general offices 11 Broad- 


way, New York, are sending out their catalogue 
No. 45B under the title of “Ingersoll-Sergeant 
Rock Drills.” The book, besides containing a 


detailed description of these mechines, gives tab- 
ulated specifications and capacities of each type 
and size, with comments on the work for which 
each is adapted. Drill mountings of every style 
and rock drill accessories are also listed. A list 
of forty-four questions covering the problems of 
rock drilling under all conditions is given. A 
feature of value to the user of drills is the sec- 
tion giving illustrated part lists of every appli- 
ance described, with instructions for ordering. 
The book closes with several pages devoted to ta 


bles of useful information on compressed air. 
This catalogue is profusely illustrated with re- 
produced photographs, many of which have an 


educational bearing upon the subject of using rock 
drills in every possible position and for every 
purpose to which they can be successfully applied, 
whether the drill be driven by steam or com- 
pressed air. The powerful argument of showing 
the drill in actual operation in the hands of ex- 
perts has not been overlooked in this feature, so 
that the catalogue is really a complete analysis of 
the rock drill proposition upon every possible 
standpoint. 


Wonderful Expansion of Business. 


The Chicago Pneumatic Tool Co 
the enormous expansion of their business has 
grown beyond the capacity, which was provided 
by extensive improvements and additions to their 
plant, at the first of the present year. In 
quence further addition to their enormous ms 
chine shop will be necessary in order to take care 
of the growing business. On present calculations 
they find it necessary to make arrangements fo! 
building 70 of the popular Franklin compressors 
each month. 

Notwithstanding the fact the Chicago Pneumati 
Tool Co. had on their books at the close of the 
year 1905, in excess of 8,000 active customers, they 
have added to this large list during the first nine 
months of the current year over 1,500 more 
tomers, which indicates clearly the rapidly in 
creasing popularity of the Chicago company's pro- 
duct and the extent to which they have been able 
to broaden the field for their tools and appliances 
generally 


reports that 


conse 


cus 





Very Attractive Geological Report. 


The North Carolina Geological Survey have just 
issued an exhaustive report upon the build 
ing and monumental stones of that state. It 
volume of 282 pages fully illustrated with plates 
and diagrams and was prep3red by Messrs. Thom- 
as L. Watson, F. B. Laney and Dr. Geo. P. Mer 
ril. This report calls particular attention to the 
economic value of the’ stone deposits in th 
state that are suitable for building and monu 
mental purposes and it shows that North Carolina 
is well supplied with stone of great value 

The granites, marbles and sandstones are tak 
en up descriptively and geologically located with 
reference to the transportation facilities now in 
existence. The State Geologist, Chapel Hill, N. C 
will be glad to furnish paper bound copies to 
interested parties who send 25 cents for postage 


is a 





Fine Location for Supply House. 

The Pitkin Supply Co.., 
Boston, Mass. dealers in quarry supplies and 
equipment of all kinds are building up a fine 
business and covering new territory with the ad- 


259 Atlantic avenue 
| 


ditions to their list of customers. Will Pitkin 
has a very wide acquaintance with the granite 
quarrymen throughout New England, end ‘the 


location of his office and warerooms at the Bos 
ton wharves is certainly a good selection of loca 
tion for such a business where heavy machinery 
can be promptly handled by rail or by 
This concern is New England agent for the well 
known Dallett plug drills and pneumatic machin 
ery not only for the quarry, but for the cutting 
shed and stone carving operations generally In 
the warerooms they have set up and ready for in 
spection a full line of drills and other quarry 
equipment including that indispensable factor of 
every quarry operation, rope and the attachments 
that make it useful to the quarrymen 


vessel 





The Broomell-Schmidt & Steacy Co. call attention 
to their pressed steel turn tables which 
tute such an important factor in the transporta 
tion equipment of quarry operations, where cars 
are employed to take the product to the point of 
delivery. ‘The turntable multiplies the scope ani 
economizes the amount of investment that would 
otherwise jzo into steel rails, which more rapidly 


consti 


disintegrate by rust in a quarry than any other 
possible use to which they could be put. The ra 
dials which can be extended out from the turn- 


table are practically unlimited and the economies 
which have been won by installing a turntable 
in many cases now constitute the entire profit of 
the quarry. 





The Harrison Supply Co., 34 India Wharf, Bos- 
ton, Mass., have made it their business to take 
care of the supplies for polishing purposes to the 


monumental trade throughout the country 
Whether it be the big manufacturer in the cut 
ting shed at the quarry centers, or the smaller 


Hat 
known 


monument dealer in the Mississippi valley 
rison shot and Harrison putty are well 
wherever granite has to be polished. Mr. Nathan 
Harrison, at Boston, is constantly on the watch 
tower to keep up the quality and have the goods 
ready for prompt shipment while Mr. R. A. Fair 
burn spends his time among the dealers and users 
of their indispensable line showing them the ad- 
vantages of securing such material from the 
American headquarters at Boston. 


The Jeffrey Manufacturing Co., Columbus, 0O., 
invite the attention of the quarry trade to their 
automatic feed crusher which takes up but little 
room, requires but little power and turns out 
steadily a uniform product. In these days when 
the bi-product of the quarry is rapidly becoming 
so important and valuable the time would be well 
spent in investigating their high class crusher 
proposition. Their line does not deal with the 
crusher alone, but covers every feature of a 
crusher outfit, such as for screening, ele- 
vating, conveying, drilling, mining and power 
transmitting 


devices 





The Du Pont Powder Co., repeat what they have 
so often said before and with good argument to 
back it up, simply this: “Hercules powder; the 


brand in great favor with quarrymen.” 

The Sturtevant Mill Co., 105 Clayton street, 
Boston, Mass., issue catalogues in detail to cover 
the especial requirement of those who are inter- 
ested in the crushing or grinding proposition. 
With expensive rock piles accumulating to drain 
the income from the quarry there is nothing which 
offers that can remove it so effectually as a well 
selected crusher outfit. 





The Star 
Pa., say of 
thev cost 


Electric Fuse Works, Wilkesbarre, 
their popular “Star exploders” that 
no more than inferior makes. If there is 
anything worse in a quarry operation than poor 
powder it is a poor fuse or exploder. The only 
thing to purchase in such a line is a guaranteed 
brand that will promptly perform its office and 
“go” every time that it is intelligently used. 








Wanted and For Sale 


One insertion, 25¢ a line; Two insertions, 50c a line; 
Three consecutive insertions with no change in the 
composition, 56c a line. Count eight words toa line; 
add two lines for a head. 











Too Late To Classify. 
$18,000.00 buyg,Alabama Lime Works—$9,000.00, 
half interest..eHasy terms. We have sawmills, 
ice works and other industrial plants to sell. 
Buying or selling list with us. Bargains in op- 
portunities. LOUISIANA BUSINESS CO., New 
Orleans, La, 





WANTED—HELP. 


A FIRST CLASS SALESMAN to wholesale gran- 
ite. Must be experienced. State salary and ex- 
perience. C. E. FENN @& CO., First National 
Bank Bldg., Chicago, Il. 


4 PRACTICAL QUARRY MAN as superintendent 
of crushed rock quarry on San Francisco Bay. 
Must be thoroughly experienced in quarrying 
and handling machinery; capable of taking 
entire charge of plant and construction work. 
Quarry operates all year round State experli- 
ence and references Address Post Office Box 
2154 San Francisco, Cal 


A REPRESENTATIVE or local agent for granite 


business. Address GIORDANI & CO., Quincy, 
Mass. 





DRILL RUNNERS on two year rock tunnel job 
at South Chicago Address THE PARKER- 
WASHINGTON CO., 1012 Chamber of Com- 
merce Bldg., Chicago, Ill 





FOREMAN for their cutting shed by a large gran- 
ite firm. Must be familiar with building work 
and able to handle work cheaply and well. 
State age and experience including firms work- 
ed for and work done. Address W. 4 care Rock 
Products. 

GRANITE CUTTERS, eight or ten, steady win- 

ter job with good wages. Address THE F. C. 

McCOLM GRANITE CO., Huntington, W. Va. 


WANTED—POSITION. 


AS GENERAL QUARRY FOREMAN, by man who 
understands setting and operating crushers, 
dinkeys, and steam shovels. Can do all repair 
work, best of reference Address W. 1, care 
Rock Products. 
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STONE SUPERINTENDENT or foreman: 
Permanent location Posted on 





AS CU" 
experienced 








polisher, etc. For furthe 
JOHN MERKLE & SONS 


ing pneumatic hoist, 
particulars apply 
Ill. 


ONB INGERSOLL-SERGEANT DRILL—No. B 32, 
with all fittings; in A 1 condition. STANDARD 
LIME Co., Kendrick, Fla. 


to 


ONE SECOND-HAND five foot ‘gauge stone chan 
neling machine. Also, sixteen second-hand two 
two way dump cars three foot gauge. 








GRAY MARBLE QUARRY—The best undeveloped 
gray quarry in Tennessee; close to railroaa; 
quantity abundant; color unsurpassed. Any one 
meaning business address W. C. MORTIMER, 
Friendsville, Tenn. 


QUARRY of finest monumental black granite in 
the United States. Complete equipment for man- 
ufacturing on tide water. Best shipping facil- 
ities. Address U 1, care Rock Products. 








planers. Address W. 2, care Rock Products Peoria, 
CUT STONE MAN who has had good practical 

experience with some of the largest firms in the 

country would like position as manager or su 

perintendent of cut stone plant Best of refer 

ences. Address W. 3, care Rock Products 

WANTED—MACHINERY. yard, 

4 GOOD SECOND HAND CHANNELING ma- 


chine, must be 


Address G. T. ALLEN, 


in good condition and a bargain 
Leander, 


THE Mc DERMOTT STONE CO., McDermott, O. 





ONE 
Tex 


SCREW feed gang saw 10xSx6 ft. high. 
1 screw gang saw 8x6x6 ft. high. 


MISCELLANEOUS. 


COLORADO GRAY AND RED GRANITE. 



























































aren ; ? 1 Jackson stone pl r, wil } 2x4-3x3-4 ° . 
\ PORTABLE OVERHEAD ELECTRIC hoist of a planer, will plane 12x4-3x3 Government ass3y pronounce the gray purest in 
; ; ; high, all in good condition. Cost to put in over Tae 79 Bee ; +4 
about four tons capacity. Address J. O. BILO $7,500.00. Will sell to quick buyer for $3,500.00 United States, takes a fine polish and hammers 
NATT I ’ ‘, oUVe , . ’ thi , , s11i mar 7 
DEAU, E. Barre, Vt Address G. W GOSSER 3950 Liberty Avenee snow white. Over two million dollars worth of 
rO BUY SECOND HAND pulverizer or mill that Pittsburg, Pa. granke crosses Mississippi each year; some of 
ee ‘ oe ay > this should and can be shipped from Colorado. | 
will reduce crushed lime to that 90 per cent will TINNY or ; : : : 
sass through a 50-mesh screen. Address U 8 TEN ton 35 foot span, stone yard traveler with have 160 acres of granite land and want an ex- 
a Rock Products. _ ‘ Ps 400 foot runway, complete ...... $1,000 00 perienced monumental and structural granite cut 
: stole “is Stone planer, will take block 14x8 feet.. 950 00 ter and quaryman to correspond with me in refer 
FOR SALE—MACHINERY. Stone planer, will take block 12x8 feet 900 00 ence to opening up a modern cutting plant in 
Stone header, will take block 9 feet.... 700 00 Denver. Such a plant with the right people back 
AIR COMPRESSORS—Secongd hand, belt or steam. Saw gangs, 12 ft. 6 in., complete..... 600 00 of it would have a mighty bright future. Can 
Will sell cheap. No reasonable offer refused. ‘Saw gangs, 1) ft. 6 in., complete...... 550 00 quarry eleven months out of the year. Quar 
Address W. S. FAIRHURST, 26 Cortlandt St., Double drum compound geared belt hoist, sev- ry has been slightly opened and granite us 
New York City. eral 6 guy derricks, rock drills, ete. WILLIS ed by monumental men here. Would = take 
‘OMPRESSOR al Serr Rr SHAW, 171 La Salle St., Chicago. III. interest in plant and lease quarry right. Sat- 
Ate : o . ort DR, Simon now, LOxLeats $540 — isfactory freight rate promised for middle 
3 air drills, 2% in. with columns...... ooU UN FOR SALE. West states. Correspondence solicited. H. R. 
“3 sets steel bits to 10 feet (new)....... , 15 a we es BROWN, 944 Downing avenue, Denver Colo. 
} 25 ft. lengths 5-ply hose & couplings (new) 45 0% ELEGANT WISCONSIN LIME and STONE quar 
1 set sharpening tools (new)........... 9 00 ry. For particulars, address H. M. FELLENZ - 
Fond du lac, Wisconsin. NOTICE! 
” 0. B. Chicag ge. tae .$999 00 a “ : . ; init 
I ~ : a Bs <0 as alg eR ight ea $ ALL OR PART INTEREST in the best sand stone As a basis for assessing damages in our infringe. 
ave jargnans in ny ers, hoists, etc., oth new quarry in the West. Unequalled opportunity. ment suit against N. F. Palmer, which by a recent 
and second hand. WILLIS SHAW, 171 La Salle Address U 2, care Rock Products, decision has been referred to a master for an ac 
St., Chicago, Ill. Pe : 4 _ counting, we wish to learn the location of every 
ONE ELECTRIC MOTOR. 3 h. p.. good as new A SUCCESSFUL MARBLE and Granite Business, machine made up to this date, and we will pay 
‘run about six months, will # chea . an Central Kentucky, with a Builders’ Supply bus!- a reward of five dollars for each and every name 
CLARK & CO UTrhena ll is ness attached. Well established, operated for of purchaser or user of any kind of machine made 
pet nit: aia 18 years in 4 town of 9,000 people. Shop equip- by Noyes F. Palmer in excess of his sworn state- 
ONE AIR COMPRESSOR (will furnish air for ped with pneumatic tools. Will sell monumen- ment, October 3 which is three, the names of 
five tools), air tank 7% horse motor. Reason tal or builders’ supply business separate. Ad- which we have. Harmon S. Palmer Co., 1450 
for selling, increasing capacity of plant and add dress H. Lewis, Somerset, Ky. Girard St., Washington, D. C 
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Birmingham Iron Foundry. 56 | Fisher Hydraulic ‘Stone & Mac. Co. Martin, Henry .£0 | Rochester ~w ve UD akoes <icaeenen Wichita Commercial Club. ........48 
Blue Rape Gy Gypsum Co.. WOWNOE B BOF 00000 cence cece cccece Marvis Electric "Drill Co.......... 9 | Rowe, John A. Neat 30 | Williams, C. K & Co , 
Biue Ridge Marble Co 43 | Franklin Printing Co.. a McMillan, W. & Sons ae | Rubberhide Co.. ....- 50 | Wittiams Patent Crusher & Pul- 
pete, WS. Stone & Contracting Co.45 | Zaseem Hy AY H & Co _ Meacham eee. vtteeeeceees | Rugeles-Coles Eng. Co New ma Sk Re eee 
ostwick Stee! Lat renier 5 . --@ | Meyer, W. D. .. on... eens eS Pe ‘ Winget Concrete Mac. Co. 
Boutwell Milne Varnum Co., The | Frisco System. ... ee Milwaukee Bag Co................. | Ruggles MacCo.............s008 8 Winnsboro Grani‘e Co.. 44 
Bowers, R. C., Granite Co..........52 Furst, Kerber Stone Co. ...40 | Milwaukee Monument Co..... 47 | Ruggies SRE MMM, sccckaelant DS SN RR ace he i Succubeeows 
Rrooks-Curtis Stone Co...... 30 | Gandy Belting Co., The... ey wee Miracle Pressed Stone Co ices | Ruxton, George. ..--51 | Woodbury Granite Co............ 52 
Erogenall, Semanat & Steacy -4 Mitehell Clay Mfg. Co............. Woodville White Lime Co., The. _ 
Buckeye Portland Cement Co... | George Bros..... . Mitchell Lime Co... . tteteeee | Wonham-Major — Works boneen 7 
Butterworth & Lowe............... | Georgia Marble Co., | Sea eR ates 43 | Mergan Construction Co..... | St. Louis Portland Cement Ce.... Wulff, W-C. &Co.. ore 
Georgia Marble Finishing Works. Mositon, Duatie Mfg. Co...... | *. Louis sem Eagice Co 
Caden Stone Ce.............. .. 1 | German Anserican Port. Cement oulton, Dustin .......... 0.6. sense “oO OS Sear 0 
Cameror D. E 51 PSS ee i Mulconro » Schneider “Granite Co... Yale & Towne Mfg.Co....... .... 
Cantley, Robert bl | Gotbraucsa & Co coal Mstcoraal Ree. d a Contracting | Co. _ | Scioto Lime Co........ccece cess eee Young & Kenwright. ........ . 
Cappou, Thomas W................ Goetz, C. W., Lime ‘& Cement Co Myers Stone Co... ... 0... sees .. 4° | Shaw Electric Crane Co. aseees.eaed Youmg Bros.........-. ccseeeeeee: 
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Business Directory. 





























AIR COMPRBSSORS. 


Allis-Chalmers Co. .. 

American Air Compressor ‘Works. 
Chicago Pneumatic Tool Co. 
Clayton Air Comp. Works. 
Ingersoll-Rand Co., New York. 
Kotten, H. G. .. ‘ 

St Louis Steam "Bng. Co. 
Sullivan Machinery Ce. 


ARMORED HOSE. 
Sprague Elect. Co. 


Mulconroy & Co.. SOS Ponape nti Gelmiarer 
BAGS. 
Milwaukee Bag Co.... 
BALL MILLS. 


J. R. Alsing Co.... 
The Allis- Chalmers Co. ee 
Power and Mining Machinery Co.. 


BELTING. 


Chicago Belting Co. a ane wd oe de 06.66 w04 
Main Belting Geree ccc cecccccesccesccsese 
Gandy Belting Co., The 


BLOCK TACKLE. 
Yale & Town Mfg. Co........ 


BOILERS. 


Aurora Boller Works.. .. 

Lombard Foundry and “Mach. Co.. 
BOLTING SCREBNS. 

JeMreg BEB. Gece oc 0c ce ce 60 00 00 00 00 ce cee 
CEMENT PORTLAND. 

Alma Cement Co ee 

Atlas Portland Cement Co... .. .. 6. ss se ses 

Alpha Portland Cement Co.... 

Buckeye Portland Cement Co. bee 

Chickamauga Portland Cement “Co. ° 

Chicago Portland Cement Co.......... ++. 

Dexter Portland Cement 

Samuel H. French Co 

German-American Portland Cement &- eee 

Goetz, Chas. W., Lime and Cement. 

Hartranft, Wm. 


Kosmos Portland Cement Co. ae aired cove sees 
Lawrence Cement Co 


Lebigh Portland Cement Co.. .. .. .. ssse«s 
Marquette Cement Mfg. Cc. 20 0 00:0 
Meacham & Wright. 

Newaygo Portland Cement Co. 

Northampton Portland Cement Co 

Sendusky Portland Cement Co............ 
St. Louis Portland Cement Co............ 
Universal Portland Cement Co. 

Whitehall Portland a vs ob ee bedn ee 
Warner, Chas., Co.... ° 


CEMENT HYDRAULIC. 


Banner Cement Co. 
Fowler & Pay 
Western Pie "Co. 


CONCRETE BLOCK MACHINERY. 


Atlas Cement Machinery Co. Sa ee Saee 
American Hydraulic Stone Co., ‘The.. eas 
Cc. O. Bartlett & Snow Co... 

Cement Machinery Mfg. Co.... ss eceeee 
Cement Machinery Co.. .. .. 12.0 ee ce ceeee 
Crncrete Stone and Sand Co.... .......... 
Century Cement — wale Co re 

Devers Cement Works. is 

Duna, W. 

Fisher Hydraulic Stone a ‘Ma. Co. oe cb oe 
Vayden Automatic Block Machine .. 0 ob e0 
Knutzen & Isdell Scevee 
Miracle Pressed Stone Co. 

Palmer, Harmon 8.. Votesvecawen 
Perfection Block Mach. "Co. ee 

Pettyjohn Co., The .. etn vie 
Simpson Cement Mold Co. on ab 04 06 80.40 68 
Standard Sand & Mach Co., Devic os 66.00 08 
Strait, John - . 

Winget Concrete Machine “Co... 

Wichita Coal & Material Co., The. 


CEMENT BRICK MACHINERY. 
C. O. Bartlett @ Snow Co 
Peerless Brick Mac. Co. 
CEMENT MACHINERY. 
Allis-Chalmers Co.. 


Cc. O. Bartlett & Snow gad, alten 
+. R. Alsing Co. sn ae ae aia Citas oe oe ela 
F.G Smidth & Co., “New WIT ann ap os «0,90 


Jeffrey Mfg. Co. 

Kent Mill Co..... 

Power and Mining ‘Machy. “Co. 

Ruggles-Coles Eng. Co... 
CEMENT PIPE MOULDING 

F. L. Smidth & Co. 


CHANNELING MACHINE. 


PRESS. 


PI Ne on i a ka wn wen'b aa ae oe 
ree Meee GueGh Oe... is ccc ccccceccccce 
Sullivan Machinery een » bece 60 


CHILLED STEBL SHOT. 
P'ttsburg Crushed Steel =. 
Harrison Supply Co. hbo on 
Vulean Grit Works... ... 

R. C. Bowers Granite Co..... 
CLAY WORKING MACHINERY. 

C. O. Bartlett & Snow Co.. ak ed 

National Brick Machinery Co... . 


“+e ee genes 


CONCRETE MIXERS. 
Contractors Supply and ~— aequpeed Co. . 
McKelvey Mixer Co... 

The Standard Mac Co. . ene 
CONCRETE WORK. 
B. En PGP ce cco 
COLORINGS, BRICK ‘AND MORTAR. 
Chattanooga Paint Co.... 
Clinton Metallic Paint Co.. .. .. .....5+. 
Ricketson Mineral Paint Co...... 
Williams, C. K. & Co.... ree 
CONVEYORS. 
Allis-Chalmers Co.... 
Cc. O. Bartlett & Snow Co. 


Ersham, J. B. & Sons Mfg. Co. 

Jeffrey Mfg. Co.... ih bow Oe 

Power and Mining Machinery Co. ioe ewes 

Standard Sand and Mch. Co.. Vee‘ea 

COOPERAGB. 

Boll, Edwin Co., The .. 

Ozark Cooperage - Lumber Co. iy be be 20.00 
CRANES, ELECTRIC. 

Case Mfg. Co.... oe 

Nlles-Bement-Pond ‘Ce. 

Shaw Blectric Crane Co. 

Yale & Towne Mfg. Co. os 
CRUSHED STEBL. 

F'ittsburg Crushed Steel Co.. 
CRUSHED STONE. 

Carthage Crushed Limestone Co 

CRUSHERS. 

Allis-Chalmers Co.... 

Cc. QO. Bartlett & Snow Go. 

J. R. Alsing & Co. 

Austin Mfg. Co. eee 

Butterworth & Lowe. bas vue 

Des Moines Mfg. and Supply ‘Go. oo cosee 

Ersham, J. B. & Sons — DBic accccccs 

Jeffrey Mfg. Co., The .... 

Kent Mill Co. 

Martin, Henry — 

Power and Mining Machinery Co. sees 

Sturtevant Mill Ce.... . so coece wes 

laylor Iron and Steel Co. . 

Williams Patent Cone and “Pulverizer: 

Co ia ‘ . 





cur GEARS. 
Nuttall, R. D. Ce...... pin db tow ent 
DERRICKS. 
Steam Stone Cutter Co..... 
. DRAIN TILBS. 
American Sewer Pipe Co..... 
DRILLS. 
Chicago Pneumatic Tool =. 
Crippen, ° 
Ilardsocg Wonder Drill Co. 
Hfoweil Mining Tool Co.. © 00.00 e080 
Ingersoll-Rand Co. . errr rrr 
Marvin Electric Drill “Co. eens 
Steam stone Cutter Co. ah oan 
Sullivan Machinery Co.. 2 
DRYERS. 
Alsing. J. R. Co. 
American Process Co. 
Bartlett, C. O., & Snow Co, ‘The. 
Biles Dryer Co. ‘ 
P uggles-Coles Eng. Co. . 
Standard Sand and Mac. Co. 
U. S. Drying Engineering Co 
DRYER oes. 
cease Fdy. and Mach. Co... 
Cleveland Car. Co. 
Power and Mining Mchy. " Co... 
Wonham-Major Eng. Works. 
DUMP CARS. 
Allis-Chalmers Co.............- 
Atlas Gar .PERB. Gee oc 00 00 00 ce ve ce 0 00 08 
GRE TP Gis dc 00 00 0 cc cs cs cvccces 
Koppel, Arthur Ce. ... cc ccc ceccencenes 
Oliver, Wm. J., Mfg. Co. .. .. -. ce ceuevee 
Watt Mining Car Wheel Co.............- 
Wonham-Magor Eng. Works 
DUMPING BUCKETS. 
Atlas Car Mfg Co., The... , 
Wonham-Magor Eng. Works... . 
DYNAMITE AND POWDER. 
Aetna Powder Co. : 
Dupont Powder Co..... 
ENGINEERS 
Bates Engineering Co..... 
es Oe Os oc anal co os ne 00 eb. cept 
Spackman, Henry Eng. Co...... 
Troop. A. T.. 
ERADICATOR GRANITE STAIN. 
Paes 8. Wenes <a nts 


EXCELSIOR. 


+ Caummisar, T. C. & Sons. 


FIBRE MACHINERY. 
Concrete Eng. and Equip. Co. 
Flyria Mac. Works, The . 
Ohio Fibre Machy. Co., The. 


FIRE BRICK. 
Ashland Fire Brick Co.... .. .. 2.5 s+ sees 
Federal Clay Products Co.. .. .. .. «1 ss sees 


Louisville Fire Brick \o. 
Mitchell Clay Mfg. Co.. 
Union Mining Co...... 


FLUE LINERS. 
American Sewer Pipe Co..... 
FOUNDRY WORK. 

Lombard Foundry and Mac. Ce....... 


FUZES. 
Aetna Powder Co.... 
Star Blectric Fuse Co. 


GAS AND GASOLINE ENGINES. 
Allis-Chalmers Co.... 


Backus Gas Engine CO. ea ee ee seve ven eee 


Menricks Novelty Ce.. Je be 06 
Tower ané Mining Machinery PS te eienke 


GAS PRODUCER. 
Backus Gas Engine Co.. .. .. «1 s+ es ee sees 
Morgan Construction Co. 
Power and Mining Machinery Ce. 


GRAVE VAULTS. 
Parry, L. L ewe 6 dee Sue 


GYPSUM. 
Grand Rapids Plaster Co.. ........+«se+.; 
Fiymouth Gypsum Ce., The.. .. .. .. «+ «sss 
United States Gypsum Co... 


GRANITB 
Abbiatti, E. & Bros... . 
Ahern, James : 
Anderson Bros. & Johnson. 
Anderson, A & Sens. 
Averill Gramite Co... .. 0. 6. cc ce ce ee tweens 
Barre White Granite Ce... 
I. W. Bates ‘ 
Rig Four Company 
Bilodeau, J ; 
Bishop, Joseph 6040-48 ee tee 
Routwell, Milne, Varnoum ‘Co., “The.. i> oe on 
Bowers, R. C., Granite Co.. © oe oe oe 
Doucette Bros.. .. 
Drennan & Brown.. 
iclat Granite Co.. .. 
Excelsior Granite Co 
Giudicit Bros. 
Granite Ex. Ce.. 
Mannex, T. F.. 
Mills & Co.. 
Oklahoma Granite ‘Co 
Pirie, K j 5006 be 606-6 4& ab He OSs 
John R Richards. » on ae 68 
i f rere 
Robar, Fred J. 
Smith Bros 
Smith, BE. L. & Co 
chneider Granite Co. 
Stewart Granite Works. - on. 68 
Wetmore & Morse Granite is. 
Winnsboro Granite Co 
Woodbury Granite Co. ' 
GYPSUM MAC HINERY. 
Cc. O. Bartlett & Snow Co 
Butterworth & Lowe. - 
Ersham,J.B & Sons Mfe. Co 
HARDENING CYLINDGRS. 
Broomell, Schmidt & Steacy Co......... 
J. R. Alsing Co. 
HOISTING MACHINERY. 
Allis-Chalmers Co. 
Case Mfg. Co..... 
Shaw Blec. Crane Co......... 
Niles Bement Pond Co... 
HOSE 
Daltett, TH Be Dieu oe ve bo ce cc 0s 00 00 a0 
PRD ER Mn S cas uw o ce ous Gas seedeene 
Sprague Blec. Co.. .. 


HYDRATING CYLINDERS. 
J. R. Alsing Co... S Stk ak eh ed be ceo 
American Hydrating Co., , a 


Clyde Iron Works. 

Kritzer Co. . 

National Brick Machinery “Co. - 
HYDRATING MACHINES. 

Clyde Iron Works 


National Brick Seciiass Co. see a ak 
KILNS. 

Diie-Ghatenate GBiic ce cccces coceuscecses 
Seem, B. We B GOiic os neve vo ce 00 cevcccse 
LIMB. 

Ash Grove White Lime Association....... 
Central Ohio Lime & Stone Co., The...... 


Cleveland Builders Supply Co.... .......«.+. 
Farnam “Cheshire” Lime Co. 
Fowler & Pay 
Goetz, C. W Lime & Cement “Co. 
Mitchell Lime Co.. .. cms 
Norris & Christian @rene and ‘Sine Cu 
Ohio Lime Co., The oe 
Pierce City White Lime Co. 
Rochester Lime Co.... 
Scioto Lime Co. 
Woodville White Lime Co.. The.. 
LIME + weeeed 
Morgan Construction Co..... 
Swindell, Wm. & Bros. 
LIME HYDRATED. 
Ohio & Western Lime Co., The 
LIMESTONE 


Carthage Superior Limestone Co 


MARBLE. 
Anderson Marble Works. 
Plue Ridge Marble Co.... 
Georgia Marble Co., The. 
Kennesaw Marble Co. 66.98 v0 ce se 
George B. Sickles Marble Co. nae 66 <0 oo ve ce 
Georgia Marble Finishing Works. amie oath d 
METAL FLORAL WREATHS. 
Orsola, Jos. D.... 


METAL LATH. 
American Rolling Mill Co.. ...... -..ss4«. 
Bostwick Steel Lath Co.... 
MONUMBNT MANUFACTURERS. 

Anderson, A. & Sons ae 
Bishop, Joseph 
Carpenter, R. H 
Robins Brothers .. 
Young Brothers 

MONUMENT- SETTER 
Moulton, Dustin .... Tre tT 

OOLITIC LIMESTONE 
Bedford Quarries Co., The .. 
Bedford Steam Stone Co.... anes 
Brooks-Curtis Stome Co.. .. 2... ss se cecees 
Consolidated Stone Co. sea ba 8 Sen 
Furst, Kerber Stone Co. oha' ve 
Indiana Bedford Stone Co.. 
McMillan, W. & Son.. ‘ obatau 
Oolitic Stone Ce. ef Indians .... . cccee 
Pyrry- ee Fcpergh Ce... oe cc oe 
Rewe, John A... cece cc ce 


PATENTS. 
Shepard & Parker....... 


PLANERS. 
Birmingham Iron Foundry.... 
Juhnston, August ec co cceves cece eee 
Patch, FP. BR. co coc sec ccccescvccecceeses 
PLASTER 
Concrete Engineering and Equip.. .......- 
Elyria Wood Plaster Co., The.. .. .... «+++ 
Grand Rapids Plaster Co... . 
New Albany Wall Plaster “Co. 
Fiymouth Gypsum Co., The... 
Wheeling Wall Plaster Co 
PLASTER MACHINERY. 

Cc. O. Bartlett & Snow Co 
Lutterworth & Lowe 
punning, W. D a éheee 
Ersham, v. B. &@ ‘Sons, “Mtg Co.. 

PNEUMATIC TOOLS 
Dullett, Thos. H. Co. 
Chicago Pneumatic Tool Co.. .. .. «+ «+ «+ es 
Hardsocg Wonder Drill Ce... 
ttowell LMiining Tool Co.. 
Ingersoll-Rand Co... nn oceec comes 
Sullivan Machinery Co.. .. .. «2 «+ «+ co cece 
Yrow & Holden 

PULVERIZBERS 
Cc 0 Bartlett & Snow Co 
J. R. Alsing & Co 
Kent Mill Co 
Raymond Bros. Co., The 
Stroud, BE. H. & Co.. 
Williams Patent Crusher ‘and ‘Pulverizer Co. 
PUMPS. 

Pulsometer Steam Pump Co.. .. .. «+ «+ sees 
QUARRY SUPPLIBS. 
Mulconroy & Co.... eve eewen 
RAILROAD MATERIAL. 


Atlas Car and Mfg. Co., The........... 
Broomell-Schmidt &@ Steacy OO on oc oc ce ces 
Koppel, Arthur @ C@.. 22. 0.2 ce ce cce cece 
Watt Mining Car Wheel Co 


Yonham-Magor Eng. Works........ 


ROOFING MATERIAL. 
Garry Iron and Steel Co., The.. .. .... «++. 
Southern Roofing and Paving Oo....... 
RUBBING BEDS. 
Lincoln Iron Works.. .......ceececeneee 


New Albany Mfg. Co.. ....ccsceccee cesses 
Wm. J. Oliver 


8 ee 08 ee 


SAND-LIMEB BRICK MACHINERY. 
American Clay Working Mach. Co........ 
American Sand-Lime Brick Co.. .... «+++. 
National Brick Machinery Co............ 

SAND PUMP. 
Allis-Chalmers Co cud ue ds seese ana 
Frenier & Sem... ... cee cecceccseccecsccess 

SAW BLADES. 

Stone Workers Supply oe TRO oc 06 v0 00 se 
West weechburg Steel Co. oeeenta 
SAWS DIAMOND. 


Anderson, Geo. & Co. 

SCRBENS. 
Allis-Chalmers Co. . 90 06 06 06 G0 00 0 608 
Cc. O. Bartlett & Snow Coe.. 


Butterworth & Lowe.... occ ce co ceee 

Des Moines Mfg. & Supply Co. eee & a veeks 

Ersham, J. B. & Sons _ Gcd wee date 

Jeffrey Mfg. Co cece 

O Laughlin 

Power and Mining Machinery Co. 
SCULPTORS 


Rizzi Bros 
Young & Kenwright. 
SLATS. 
McKenna, David coccee 
New York Consolidated Slate Go. 
Pennsylvania Structural Slate Co.. 
SOAP STONE FINISH. 
American Soapstone Finish Co..........++-+ 
STONE. 
Carthage Superior Limestone Co. 
Caden Stone Co.. 
STONB WORKERS SUPPLIES. 
Bowers, R. C., Granite Co.. 
Harrison Supply Co. 
STONE SAWS. 
Lincoln Iron Works 
Stone Working Mac. Co een wneenenesa 
STONE TOOLS. 
Ingersoll-Rand Ce.... 
STONE WORKING “MACHINERY. 
Chicago Pneumatic Tool Ce....... 
George Anderson & Son. 
Aug. Jobnston coe 
Licoln Iron Works.. $6 6 60-060 6 oe 66 e666 
New Albany Mfg. Ce....... 
F. R. Patch 
Stone Working Machine Ce. 
Steam Stone Cutter Ce...... 
STUCCO RETARDER. 
Chemical Stucco Retarder Co. 
TURN TABLES 
Broomell, Schmidt & Steacy 
TUBB MAS. 


Allis-Chalmers Ce 
J R. Alsing Co.. 


WIRE ROPE. 


Macomber & Whyte Repe Ce.. .. .. ss cess 
Steam Stene Cutter Ce......... 
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Selections 


Our facilities are the very best for shipping choice colors in 
Creole or Cherokee Georgia Marble. 


We import our he Geo. B. Sickels Marble Company, 
ITALIAN direct. TATE, GA, 























aan meee name aetna 


Ghe Blue Ridge Marble Co., 


NELSON, GEORGIA 


—Headquarters For— 


Georgia Marble 


For Building, Decorative and 
Monumental Purposes. 
Estimates on Application. ‘‘e Design Book $1.00 per Copy 















r 






RILLS 7% 


Every Retail Dealer ought to have in his Show Room a few imported 
CORE DRILLING 


FOR MEMORIAL METAL FLORAL WREATHS. 


QVARRY AND MINERAL PROPERTY. 



























































I‘am prepared to make complete investigations Made in perfect and absolutely unfading colors. They 
ty Write for Prices. beautify the cemetery lot. Write for particulars to 
A. T. THROOP, Consulting Engineer, 
NIAGARA FALLS, N. Y. JOSEPH D. OSSOLA, - Barre, Vermont. 
Bole Agent in the United States, 
. - RETAIL DEALERS: 
Casnea @ Cicconi, | pags wort peed eee mer emen 
BE GENEROUS My yard is filled up with dark Barre stock 
. MANUFACTURERS OF and I have some more coming so I must make room, therefore ‘ 
Let your friends in on a good thing; tell them | preter e Psy et gg! one ntheay R te ey oe 
’ 7 squal and po! , then you can finish them in your s! ur- 
they should subscribe for ROCK PRODUCTS. | Petrik: MONUMENTS ee tee ee 
RVING SPECIALTY J. O BILODEAU, MONUMENTAL WORK, 
Vernon Street. SO. QUINCY, MASS. EAST BARRE, VT. 
| ‘ : ’ 
| 
| e . 
Know a good thing? | Crushing Plant with contract for 100,000 
Get next to this ° 3 
sau en ace | cubic yards of R. R. ballast at good price. 


Want to sell on account of death of 
| practical partner. Address, 


QUARRYMAN, 


Care of Rock Products. 


























Tell °em you saw it in ROCK PRODUCTS. 








—J} | 








Mil 
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The Kennesaw Marble Company, 


WHOLESALE DEALERS 


Georgia and Italian Marbles 





MARIETTA. GEORGIA 




















GEORGIA MARBLE 


“Creole” “Cherokee” “Etowah” “Kennesaw” 

















PART OF STOCK YARD 


Blocks furnished sawed to size—for exterior, interior and 
monumental purposes. Shipping facilities unsurpassed. 


| THE GEORGIA MARBLE CO., Tate, Wa. 





44 ROCK PRODUCTS. 








MATCHLESS WHITE LIMESTONE 


Purity 99.27 Per Cent. Calcium Carbonate—Compressive Strength: 20,261 Lbs. Per Square Inch. 


Sawed for General Building Purposes and Interior Work. 


CARTHAGE SUPERIOR LIMESTONE COMPANY 


INCORPORATED. 


Crushed for Ballast, Macadam, Concrete, Marble Dust, Limestone Sand, Fertilizer, Paint and Putty Filler, Flux, Filters, Roofing Material, Soap and 
Polishing Powder, Asphalt Surfacer. 


CARTHAGE CRUSHED LIMESTONE COMPANY 


INCORPORATED. 
CORRESPONDENCE R. M. RICHTER, GEO. S. BEIMDIEK, Cc. H. CARTER 
SOLICITED Pres. @ Gen. Mgr. 


Treasurer. Superintendent. CARTHAGE, MO. 








SOCSCPSOSSOSOSSOCPSOCOSOSOSPSOSCOCOOOSSSOSSE: 


| p AN CUT ST NE | ‘ W. N. MATTHEWS, President L. V. BUSKIRK, Sec'y-Treas, 
VG pile am as EMPIRE STONE CO. 








BUFF AND BLUE 
Main Office & Works, BEDFORD, INDIANA. 


REFERENCES 





U.S. Post Office and Custom House 


e 
Bexar County Court House, San Antonio 0c ‘ a n awe one 
Kansas City, Mo Texas 
Jackson County Court House, _ 


Mississippi State Capitol 
Ka City, Mo 


nsas 
City Hall, Kansas City, Mo 





Main Art Building, World's Fair, 
" St. Louis, Mo. 
Exchange Building, Kanegas City, Mo PROMPT SHIPMENTS OF EITHER STOCK. 


No Job too Large or too Small for us. Write to us. 


Write for Estimate. BLOOMINGTON, IND. 
SOS SOSH LO SCPSTSVSOSSCSOCPSSSSPHO VY Hwee 
































IF YOU WANT TO SEE THE 
FINEST QUARRIES IN THE 
WORLD, COME TO RION, S. C. 


























Junior and Crane Surfacers, Plug, Baby 
and Lewis Drillers, Valved and Valveless 


Carving Tools, 





Concrete Rammers and Franklin 


AIR COMPRESSORS 


MANUFACTURED BY 


Chicago Pneumatic Tool Co. 


CHICAGO - BOSTON - NEW YORK 
Tools sent on Trial. 








Write for Catalogue and Prices. 








ee ee eee 














ROCK PRODUCTS. 











ti 
SUPERIOR 


CARTHAGE, MO. 


FOR 


@ BUILDING 


Carthage Stone Co. 


ESTABLISHED 1892. 


Curtis Wright, President. 
J. W. Grounds, Vice President. 
W. R. Logan, Secretary and Treasurer. 


Carthage, Mo. 


Quarries and Sawmills: 


AND MONUMENTAL’ 





MATERIALU 


Carthage Marble & White Lime Co. 


Quarriers and Sawyers of 


CARTHAGE MARBLE 


Bases, Dies, Flagging, Curbing, Footing, 
Bridge Stone, Rubble, Ete. 


Office Yards and Sawmills: 
Carthage, Mo. 








N. E. Bolle Cut Stone 
® Contracting Co. 


— DEALERS IN 


CUT STONE and CARVING 


OF ALL DESCRIPTIONS. 


Delivered f. o. b. ¢. destination ready to set in building. 


Send Us Your Plans. Carthage, Mo. 


Carthage ‘Building Stone 
Company 


ee oe 


We have the largest and best equipped quarry and saw mill 
in the Carthage district and are in position to furnish the larg- 
est orders with the least possible delay. We have a cut stone 
department and make estimates on cut stone ready to set in 
building. Plans sent us for estimate returned promptly. Be 
careful to get our address written plainly and put Box No. 216 
on envelope. 





WHEN YOU WANT 


Carthage Stone 


Rough, Sawed, Cut, Planed, 
Turned or Carved 


——WRITE THE — 


CARTHAGE QUARRY CO., 


CARTHAGE, MO. 
Send Your Drawings For Estimates. 


PRING RIVER 
TONE COMPANY 


Building Stone, Flagging, Curbing 
and Monumental! Stone 





QUARRY AND MILLS ON FRISCO SYSTEM. 


H. C. JOHNS, Prop’rand Mgr. CARTHAGE, MO. 








Myers Stone Co. 


INCORPORATED 


CAPITAL PAID UP 820,000 


SAWED ano CUT STONE 


REFERENCES: 


U. S. Court House and P. O. Bullding, Joplin, Mo. 

Wood County Court Mouse, Alva, 0. T. 

Carnegie Library Building, Joplin, Mo. 

New Womans Bldg., lil. State University, Champaign, li 

Almeda Hetel and First Nat. Bank Bidg., Bartlesville, I. T. 
——— 


Quarries and Saw Mills at ‘“‘Myers’’ on Mo. Pac. Ry., 4 miles 
Southwest of Carthage, Missouri. 
CUT STONE YARD AT JOPLIN, MISSOURI. 





This space is reserved for the 


Carthage Monumental 
Stone Quarry Co. 
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POOR Sie i EXTRA STRONG 


CAN oe Ke | HOLDS 25 PER © 


“AUTOMATIC 


CENT GREATER 
a LOAD 
































, 
BerHE WATT MINING 
CAR WHEEL COMPANY | 

. BARNSVILLE, OHIO, U.S, A. * 











CHEAP POWER 


from pea coal with 


SUCTION GAS 
PRODUCERS 











—" BACKUS GAS 


BROOMELL-SCHMIDT @ STEACY COMPANY ENGINES 














YORK, PENNSYLVANIA 
E POUND OF COAL PER 


N 
ORSE POWER PER HOUR 


YOUNG BROTHERS, ase” i iy 


GENERAL MONUMENTAL WORK 


""Cornax Earre Granite 


1916 Filbert Street, PHILADELPHIA. BARRE, VERMONT. 





2) 
H 


Chicago Water Motor & Fan Ce. 22 Se. Canal St. Chicago, 





























































Famous for its color and brilliancy. WEDGE THE ONLY DEVICE 
We have the finest stock in this dis- EFLECTRIC THAT WILL 
trict, either in the rough or finished. COMPRESSED AIR SUCCESSFULLY 
PREVENT FROZEN 
ANDERSON BROS. & JOHNSON HEATER PNEUMATIC 
peed Banat Mk dP TOOLS. 
Write for 








Particulars. 


Pitkin Supply Co. 


259 Atlantic Ave., BOSTON 


Saw Blades 


Carefully Straightened and Cut Square and True, Ordinary Sizes Constantly on Hand 


WEST LEECHBURG STEEL CO. | | 


PITTSBURG, PENNSYLVANIA. 
































ae 
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COLIN FRASER, President, Philadelphia. THOMAS WOODROFFE, Vice Pres., Mt. Airy, N OC. 


MT. AIRY GRANITE 








a a? ab es ah Feet 3 
. wry . 





. 


«2 4 , 
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[<3 ee as OE a 


sor ee me iat pe: 
SM et ee 


























A white granite of a medium fine grain, very even in its texture, free from iron and other injurious ingredients, thus making it a 
very desirable stone for Buildings, Mausoleums and large Monuments. 
Thin platforms of any dimension and shafts, Monoliths or Columns of extraordinary size can readily be furnished 


General Office and Quarries, 


The North Carolina Granite Corporation. MT airRy.N Cc 
Branch Offices: New York, Philadelphia, Norfolk, Cincinnati, Chicago and St. Louis. 














Wisconsin Mahogany Granite 


Finest Monumental Stock. 








Monuments 
Building Stone 
Mausoleums 
Paving Blocks 
Screenings 
Crushed Stone 


Largest and Best 


Equipped 
Quarries in the States. 














Red Granite, Wis. 
P. 0. Lohrville, Wis. 





CUTTING PLANT 354x64. 


Milwaukee Monument Co. rnc isn is toe mene: 


Chicago Office: 813 Chamber of Commerce Building 
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RUGGLES GRANITE CO. | , | Send Business Opportunity 


——PRODUCERS OF —— 


For an up-to-date Granite Polishing Plant. A splendid quality 


MH of Red Granite within a short distance of the city. Wichita has 
Oklahoma Red G ran ite a population of forty thousand, and has excellent distributing 





facilities for jobbing or manufacturing industries. Quarries 
ROUGH OR FINISHED STOCK inexhaustible, and demand for building material and monu- 
ments rapidly increasing by reason of excessive influx of 
BUILDING WORK FOR ypulation to Texas, Oklahoma, New Mexico, Colorado and 
. ansas. Natural Gas for manufacturing purposes, and good ( 
COLUMNS, CROSS WALKS, CURBING homes for laborers. 
PAVING, MONUMENTAL WORK. WRITE THE 
e = a 
QUARRIES AND FINISHING PLANT AT GRANITE. OKLAHOMA. Wichita Commercial Club 


WRITE US OF YOUR REQUIREMENTS. FOR FURTHER INFORMATION. 









































Established 1869. (Paid-up Capital 6150,000.00) Incorporated 1890. 
CUSTOM HOUSES; St. Louis, Mo., Cincinnati, Ohio, 


Schneider Granite Company, weap, Te 


STATE HOUSE, Springfield, Ul. 
TRACTION BUILDING, Cincinnati, Ohio. 


Missouri Red Granite for BUILDING WORK | enn iirecnsday seo recice co. 
Monumental Work, Paving, Flagging, Curbing, Polishing and Crushed Granite, ma cit ga 


erected with our granite. 


Producers of 








Quarries: Graniteville, Iron County, Mo. 


General Office: Pullerton Bullding, St, Louis, Mo. 


IL Address all communications to General Office, 


ESTIMATES FURNISHED FOR ALL 
KINDS OF WORK. 
































CONSOLIDATED GRANITE CO., Proprietors. 


NORTH CAROLINA BLUE PEARL GRANITE 


VERY DARK BLUE—Compact— Uniform Color and Texture. Shows FULL MODERN EQUIPMENT for Squaring, Polishing and Finishing. 


no scale. Positively will not corrode. SPECIAL FREIGHT RATES in effect to all sections of the United 
States. 


WRITE FOR CATALOGUE AND SAMPLE. Estimates promptly 
furnished on special designs. 


Consolidated Granite Co., Winston-Salem, N. C. 


(SUCCESSORS TO 0. A. M’GALLIARD & SON) 


LETTERING AND HAMMERED WORK shows GRAY, making a 
contrast unequalled. 





























T HIS is a sample of the work we turn out. We do 
|___| our work so that our customers come again and they 
S8oN stay. We manufacture all classes of work from 
Mausoleums to Markers and as we have surfacing and all 
kinds of pneumatic tools, it enables us to furnish orders 
on contract time and at reasonable prices, considering the 
quality of work. 














Our specialty is Carved and Hammered work. 


SMITH BROS. GRANITE CO., Barre, Vermont 


Tell "em you saw it in ROCK PRODUCTS. 
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HIS is a portion of 
our quarry, sheets 
from 9 to 15 feet 


thick, in any height. 
Very best Light and 


Medium Barre Granite. 
Rough stock furnished 
to limit of transport- 
ation. 


Stephens 
& Gerrard, 


QUARRIERS AND MANUFACTURERS. 
BARRE, VERMONT 

















Manufacturers of 


Barre 
Granite 


In all Classes of Work 


C. W. McMillan 
& SON 


BARRE, VT. 











E. ABBIATII & BROS. 


Specialty in 
HIGH CLASS CARVING 


Manufacturers and 
Wholesalers of 














CEMETERY WORK 
in Barre Granite. 


OFFICE AND 
WORKS: 


BARRE, VERMONT. 


Successors te 


Emslie, McLeod & Co. 








a 





Frenier’s Sand Pump 


For Feeding Sand, Steel or Shot for 


Sawing Stone 


Saws faster, uses less sand and water and re 
quires less power and repsirs than any other. Runs 
only 20 revolutions per minute. Pays for itself in 
six months. Used by the Best and Largest mills. 
Send for full description and prices. 


FRENIER & SON, 


RUTLAND, VERMONT 

















We have a granite here that 





is giving as good satisfaction 





as Barre for hammered and 





rock faced work, and is 
cheaper. Let us quote you 
prices on your monumental work 





Stewart Granite Works 


Headquarters for Monumental Work 
HARDWICK, VT. 




















Te ’em you saw Mf in ROCK PRODUCTS. 
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200 SELECT EPITAPHS 


Write us for booklet containing a new assort- 
ment of short epitaphs, none over 80 letters. 
Monument dealers can not afford to be without it. 
Sample 10 cents. 


ANDERSON MARBLE WORKS, Canton,Ga. 


BURIAL VAULTS 


No Artificial Stone Plant is complete unless 
they manufacture the Parry Patent Burial Vault. 
Perfectly air-tight and water Proof. Secure your 
county on royalty. A money maker. Address 


L. L. PARRY, Mansfield, Ohio. 


P. O’BRIEN, 


MANUFACTURER OF AND 
DEALER IN 


FINE MONUMENTS 


Furnishes Good Work 
at Reasonable Prices. 


OFFICE AND WORKS 


49 Granite St, Quincy, Mass. 














For quick action try the Wanted and 


For Sale Department. 





BOILERS and ENGINES 


Tanks, Stacks, Standpipes and 
Sheet-iron Work. 


Shafting, Pulleys, Gearing, Boxes, Hangers, etc. 
Building Castings—cast every day. 


Oapacity 300 hands. 


Large stock of Pipe, Pumps, Injectors, Valves, 
and Fittings. 


LOMBARD FOUNDRY, MACHINE and 
BOILER WORKS, Augusta, Ga. 








We have no Superiors in the 
CARVING AND STATUARY LINE 


TRY US. 


RIZZI BROS.., 


BARRE, VERMONT. 


| 





GUY POISIN MOCHINE 
Power Hoist with ball bearing, 
Rope Buffers and Scroll Wheels, 
Air Compressors and Auto- 
matic Tools. New and Second- 


hand Engines, Boilers, etc. 
WRITE FOR WANTS, 


Ww. A. LANE, 


BARRE, VERMONT. 





Manufacturer and 
Wholesaler of 


EVERY TYPE OP 
li 
ui! } 

Rustic work a specialty. 


Prices right. 


Estimates cheerfully 
made 























R. H. CARPENTER, &>—" 


BLOOMINGTON, IND. 








STONE CUTTERS 





USE 


Nash’s Expeditious Measurer. 


A book containing 200 pages of indexed tables, 
which show at a glance the cubic contents of 
any stone according to its length, breadth and 
depth. Used by stone workers all over the 
world, Order of your bookseller or address the 
publisher. 1904 edition printed entirely from 
new plates. Price, $2 00 postpaid. 


A. L. NASH, 


SAVE TIME. 


17 State Street, NEW YORK. 


“aOav’' I SAWS 





AVOID BRRORS. 








FOR SALE. 





Right and left hand, one, two and 
three way Switches of various 
gauges, radius and weight rail, at 
special prices. 


THE ATLAS CAR & MFG. CO., Cleveland, 0° 












ROCK 
ano ORE 


Crushers 


for MINES 
and QUARRIES 


-_ x = 





every one 
guaranteed 


"MARTIN" 


LANCASTER, 
PENNA. 


SEND FOR CATALOGUE. 














Finerty’s Granite Stain Eradicator 
REMOVES IRON, SAP, AND OTHER STAINS 
From GrRaNitE WITHOUT INJURY TO THE STONE, 


WRITE FOR IT. 


J. W. FINERTY, = wilford, 0.4, 








T. C. Caummisar & Sons, 


4 MANUFACTURERS OF 


& EXCELSIOR for Stone 
+7 = > 


and Monumental Work 
AL 59 Fo Pacuae Pusrasts, 





LOWEST PRICES. BEST QUALITY. 
123 Third Street, LOUISVILLE, KY. 








————— 


ENGINE BARGAINS. 


Five 10 horse-power. 

Seven 14 horse-power. 

Four 20 horse-power. 

Double Cylinder, Double Friction Drum Hoisting Engine 
Other sizes made to order at lowest prices. 


STROUDSBURG ENGINE WORKS, 
STROUDSBURG, PA. 


——— 











Before placing your crder for 
any of the following articlesit will 
pay you to communicate with the 
undersigned and secure their 


prices. 
Treads 
Risers 


Platforms 
Blackboards 


The Penna. Structural Slate Co., 


Urinal Stalls 
Laundry Tubs 
Sinks 

Tiling, etc. 


EASTON, PA. 








WHO WANTS SLATE? 


Roofing Slate for Houses, Barns, &c. Always Clean, Beautifu 
and fire proof. 
Black-boards for Schools, Colleges, &c. Needs no commend- 
ation; universally used all over this and other Countries. 
Structural Slate. Electrical stock, Sinks, Troughs, Washtubs; 
&c. Superior to all stone for such purposes. 
Slater’s Supplies. Handmade Slating Tools, Felt, Cement 
Nails, Snow-guards, Punching-machines, &c. 
Write for prices and I will tell you all about Slate. 
David McKenna, Slatiagton, Pa., U. S. A 


CONTRACTORS! 





vem 


May we send you 
FREE 


(express prepaid) 


hs 








hie oe 


for examination 
a pair of the 
famous 


Rubberhide 
Boots 


uppers of 
best rub- 
ber;heavy@ 
leather 
outersole;: 
rubber wet, leather insole, all joined together 
so that your best team of horses can’t pull 
them apart. Sewed, not pegged. Can't leak; 
protects the feet; snag-proof. We guarantee 
them to outwear two pairs of best quality rub- 
ber boots. 

Our business has more than doubled in the 
past year, the increase going largely to con- 
tractors. More than 2,000 pairs in use in 
(Penn) Hudson River Tunnel. 

We want to send you a pair at our expense 
for examination. No obligation on your part, 


Rubberhide Co., 
633 Essex Bidg., Boston, Mass. 
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Send for prices on 
this design in 
Quincy Granite 
You can depend upon 
our reliability. Try 
it and see. 


Samples and designs 
furnished on order. 


John R. 








Georce RuxtTon, 
MANUFACTURER GRANITE MONUMENTS 
FROMALL New England Granites. 
QUINCY, MASS. 


MY MOTTO: Good Work and ‘A Square Deal."’ TRIAL ORDERS SOLICITED. 

















BERGBAUER & PERRY, 


MANUFACTURERS OF MONUMENTS 
FROM THE BEST QUINCY AND NEW ENGLAND GRANITES 


Pneumatic Tools used for all Carving and Lettering. 
SEND FOR ESTIMATES. 


Office and Works, Willard Street, :: WEST QUINCY, MASS. 




















D. E. CAMERON, 


Manufacturer and Dealer in 


All Kinds of New England Granite 


Cor. Nightingale Ave. and Gilbert St., 


QUINCY, = MASS. 


























e. 6 2 MANNE, 


PROPRIETOR OF THE FAMOUS 


A. Reinhalter Extra Dark Quincy Granite Quarry. 


Rough Stock for sale to the trade, also finished 
monuments, and every description of cemetery 
work. ‘e_ Rolls, Columns, Balls, Vases, Round 
Monuments, Balusters, etc, Turned and Polished. 


T. F. MANNEX, West Quincy, Mass. 





Every Facility at Hand 


Fok Turning and 
Rounding all kinds 
of Granite in the Monu- 
mental and Building 
Lines. 





Prices cheerfully quoted 


Robert Cantley 


QUINCY, MASS. 








One of 600 Balusters turned out for the P. R. R 
Station, New York City. 











" The Granite Railway Co. ™ 


SOLE PRODUCERS OF THE FAMOUS 


Dark Blue “R AILWAY” Granite 


Monumental and Building Work of all Kinds, 
Our Specialty—Pine Polishing—Prompt Shipments, 


BATES AVENUE, WEST QUINCY, MASS. 
Trains from track 21, South Station, Boston, at 16 minutes past each hour of the day. 























The Granite — Company 


Containing Ratings of the Granite, Stone, Marble, Quarries. Monumental Dealers and 
Workers throughout the United States and Canada. Special facilities for reporting 
everywhere. correspondents under contract in towns and cities in the United 
States and Subscription Price, $25.00 per year. Including Reports. Ref- 
erences furnished if desired. Address REED 0. OXNARD, Secretary and Manager, 
1011-18 Pemberton Deilline. Pemberton Square, 22 BOSTON, MASSACHUSETTS, 

















GOLBRANSON & COMPANY, 


Dealers and Manufacturers of 


Granite Monuments and Statuary 


Stock and Workmanship First Class. Lowest 
Possible Prices. Prompt Shipment. 
ESTIMATES FURNISHED ON SHORT NOTIO®. 


Office and Works, Vernon Street, QUINCY, MASS. 








— E. Smith. 
ald Smith. 


Barre White Granite Co., 


Successors to WHEATON QUARRIES. 


Joha Trow. 


N. D. Phelps, 
Mgr. H. A. Pheipa 


FOR 
_ White Granite wowmes.40 wort, 
Write For Quotations. 
BARRE, VERMON ~ s 











ORIGINATORS and 
SOLE OWNERS 


OF THE 


“HAWK” BRAND 


STEEL 


TRADE MARK. 


Long and favorably known. We will continue to supply 
our customers with this CELEBRATED BRAND as usual). 


Hawkridge Bros., 


303 Congress St., Boston, Mass. 


Reg. U. 


s Hawkridee Bros = 
AP aoeks Tame 





We have been appointed 


Sole New England Agents 


FOR THE 


_ Halcomb Steel Co., 


Syracuse, N. Y. 
One of the best equipped mills in the world. 


Hawk Brand for Points 
Hawk Brand for Drills 


Producing } Hawk Brand for Bush Hammers 


Hawk Brand for Pean Hammers 
and Standard Teol Steel tor Drills, Etc. 


Hawkridge Bros., 


303 Congress St., Boston, Mass. 


S. Patent Office, 
Nos. 50932-51349. 


Tell "em you saw Mi in ROCK PRODUCTS. 
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Specialty 
of 

Large 
Work 
and 
Carving 





Accompanying cut 
represents our 
class of work. Bot- 
tom base is 6 fi. 
3 in. square. 


GIUDIC! BROS. 


BARRE, VT. 





























We have just purchased the entire Cutting Plant of McDonald, 
Cutler & Co including their good will. 

This big plant, with shed room 318 feet long, five polishing 
machines and ail modern equipment, greatly increases our capacity 
and we want your business. 
Barre work. 

In order to introduce our work, we will make a special price for 
the next sixty days on the accompanying design. Send for price. 


ECLAT GRANITE CO. 


BARRE, VT. 


Successors to McDONALD, CUTLER @ CO. 


Always ask us for prices when buying 














=e @® @® @ 2 @ 2 ee 6228 6208464606046 06068708 


THE 1000 CAR LOADS 


of fine hammered 


} 
| WOODBURY GRANITE 
‘ 


Used on the exterior of this structure, 


} 
( 
( 


[a 





THE NEW STATE CAPITOL BUILDING, Harrisburg, Pa. 


was quarried, cut, carved, etc., set and washed 
down in less than two years time by the 


) 
| 
| WOODBURY GRANITE CO., 


Geo. H. Bickford, Manager. Main Office: HARDWICK, VT 


BRANCH OFFICES. 
1 Madison Ave., NEW YORK CITY. 925 Tremont Building, BOSTON, MASS. 
132 La Salle Street, CHICAGO, ILL. 


1101 Farmers’ Bank Bullding, . ~ . PITTSBURG, PA. 


=e @ ® @e 2222 ee asseeeseewewes oe. e] e228 0808007008070 080 8 
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Tell "em you saw it in ROCK PRODUCTS 





CARBORUNDUM. 


Grans, rubstones, wheels, and all other carborundum products. Carborun 
dum ia the most rapid cutting abrasive known 


DAVID MOWAT’S SCOTCH STEEL SHOT. 


The secret in making steel shot is the tempering. If it ts too soft it 
will flatten and go to mud, if it is too hard it will roll under the wheels 
and saws, but if it is tempered right it will cut from the start te the 
Qnish. We guarantee Mowat’s Scotch Steel Shot to be just right. 


MARVELOUS PUTTY POWDER. 


it will buff marble and granite in one-half the time of any other putty 
powder, is twice the bulk of other putty powders on the market, and re 
q@mires no more in bulk, consequently goes twice as far. 


HAND POLISHERS KIT. 


We put up an outfit, including everything necessary to polish granite by 
hand, and give full instructions how to use the material. Price $8.00 
ft @ b. cars Montpelier. 


REVERSIBLE FELT BUFFERS 
Are far superior to all other buffers and save two-thirds the time. 
Price list and samples on application. 


R. C. BOWERS GRANITE CO. 


MONTPELIER, VT. 


No. 20 Correction Wynd, No. 27 Chancery Lane, 
Aberdeen, Scotland. London, Eng. 
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BIG COMPANIES wc, 




















Best Barre Light pe Sidiue 


Stock Furnished to Limit of Transportation. 


CONSOLIDATED QUARRY COMPANY, BARRE, VERMONT. 


J. W. McDONALD, Pres. and Gen. Mgr. Cc. A. WORDEN, Vice-Pres. F. T. CUTLER, Treasurer. D. W. McDONALD, Superintendent 











COGS SE 


e 


ed 


JOHN E. SMITH. ESTABLISHED 1868. DONALD SMITH 


] E.L. SMITH & CO. 


QUARRY OWNERS AND 
WHOLESALE DEALERS IN 











LIGHT, MEDIUM 
AND DARK 


BARRE GRANITE 


Rough stock of any dimensions 
to the limit of transportation 
promptly furnished at all times. 








iii and ohana Works: : 3 : BARRE, VERMONT 


Tell "em you saw it in ROCK PRODUCTS. 
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Finest Light 
and Medium 


GRANITE 


for Monumental 
or Building Work. 





Any Dimensions 
Furnished to Limit 
of Transportation, 


Stock for 


Large Work 


a Specialty. 


L 


QUARRIES AT BARRE, VT. 


PD Cy ee Se ae ct a 


OFFICE: MONTPELIER, VT. 





J.K. PIRIE 


Proprieter ef the Quarry fermeriy known as 





THE WELLS, LAMSON & CO., pak quarry, Graniteville, Vt. 








I have been in the com- 
pany known as Wells, 
Lamson & Co. for 21 
years and had the per- 
sonal supervision of 
this quarry during that 
period. 


Rough stock furnish- 
ed to the limit of trans- 
portation 


Stock squared and 
polished for the trade. 


Only five quarries in 
Barre producing dark 
granite and mine is 
second to none, 


Tell "em you saw if in ROCK PRODUCTS. 


Among the important 
contracts for which the 
Granite was supplied 


from my quarry, are 
the following: 


Broom County Soldiers and 
Sailors Monument, erected 
at Binghamton, WN. Y. 


Soldiers and Saliers Monument, 
erected at Kokomo, ind. 


Soldiers Monument, at Welis- 
boro, Pa 


Polished Columns and Carved 
Capitals for Mausoleum, 
erected by John L. Flood 
at San Francisco, Cal. 


Monument erected to Hon. A. 
B. Martin, at Lynn, Mass. 
One of the finest private 
monuments in New England 








meet! 
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Diamond Saws 


Single and Double Platen of Improved Designs. 











Belt or Motor Driven. 


All up-to-date Features. 


Send us your Inquiries. 


F.R. PATCH MANUFACTURING CO. 


7 Specialists in Stone Working Machinery 


Rutland, - - - - Vermont 














NEW ALBANY STONE- 
WORKING MACHINERY. 


OUR_ SPECIALTIES 





Stone Planers, Screw Feed Gangs, 

Wardwell Channelers. Power Hoists, 

Steam and Electric Derrick Irons, 

Traveling Cranes, Wire Rip Saws, 
Derrick Turners, Etc. 


Circular Matter Furnished and Prices Quoted on Application. 


Mills Erected Complete 
Ready to Run # # #& 


THE 
NEW ALBANY 
MFG. CO. 


P. O. BOX 423, 


NEW?ALBANY, IND. 





“OUR 12 FT X 4 FT. SINGLE PLATEN STONE PLANER. We Make Them In Any Size. 
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Dallett Carving 





Jools 





is there not a satisfaction in knowing that you have absolutely the best tools that can be bought? Yés, there is, and there is profit in it too. 
We are unquestionably manufacturing the most economical and long lived tools ever offered to the trade, and you can insure the success of 
your plant in no more certain way than by installing the ‘‘DALLETT”’. 


THOS. H. DALLETT CO. 


23rd and York Sts., Philadelphia 


New England Agents: 
THE PITKIN SUPPLY CO. 
259 Atlantic Ave., Boston, Mass. 











Wonder Air Hammer Rock Drills 


WILL SAVE TIME. 














No, | Side Valve Wonder Drill. 


MINE OPERATORS and QUARRYMEN will do well to investigate the merits of our Hand, Air Feed, Air Feed Mounted, 
and Great Wonder Drills and Hexagon All-Steel Hollow Bits. Every machine fully guaranteed. Write for Catalog. 
Address the nearest office for information. 


HARDSOCG WONDER DRILL CO. Ottumwa, Iowa. U. S. A. 


Denver, 439 17th St. Salt Lake City, 42 West 2ndSt. Los Angeles, 212 S. Los Angeles St Mexico, 1. F. la San Francisco No.7. El Paso, 412N. Oregon St. Nogales, Arizona. @& 
Oakland, Cal., 1222 Franklin St Portland, Ore , 100 ist St Seattle, 548 ist Ave., South, Butte, 56 Broadway, East. New York City, 68 Broad St. Chattanooga. Tenn , 6 B. 6th St. 











Crushers, 


Rolls, Screens 
GRINDING MILLS 


30 KINDS 


THE LARGEST LINE BUILT. 





Our Catalogue will show you 
the best machine for your 
special requirements 


STURTEVANT MILLCO. (°° °*"7" S725: sass. 























Stone Planers and Rubbing Beds 


BUILT BY THE 
BIRMINGHAM IRON FOUNDRY, 
DERBY, CONN. 
Regular Planers with Four Heads. 
Open Side Planers, 
Twin Planers, 
Headers and Groovers. 





— 
The Swing Upright can 
be let down, thus mak- 
~~ ing it an open side planer bs 
ocean AUGUST JOHNSTON, 
; Bowling Green Building, 11 Broadway, NEW YORK, N. Y. 
SELLING AGENT. 





a 
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